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NATIONAL FOREWORD 

This Indian Standard (Part 72) (First Revision) which is identical with IEC 60050-101 : 1998 
'International Electrotechnical Vocabulary — Part 101: Mathematics' issued by the International 
Electrotechnical Commission (IEC) was adopted by the Bureau of Indian Standards on the 
recommendation of the Basic Electrotechnical Standards Sectional Committee and approval of the 
Electrotechnical Division Council. 

This standard was first published in 1993. This revision has been undertaken to align it with 
IEC 60050-101 .1998. 

The text of IEC Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain conventions are, however, not identical to those used in Indian Standards. 
Attention is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should 
be read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker, while in Indian Standards, the current 
practice is to use a point (.) as the decimal marker. 

In this adopted standard, reference appears to certain International Standards for which Indian 
Standards also exist. The corresponding Indian Standards, which are to be substituted in their 
places, are listed below along with their degree of equivalence for the editions indicated: 



International Standard 

IEC 60027-1 : 1992 Letter symbols to 
be used in electrical technology — Part 
1 : General 

IEC 60050 (161) : 1990 International 
Electrotechnical Vocabulary — Chapter 
161: Electromagnetic compatibility 

IEC 60050 (701) : 1988 International 
Electrotechnical Vocabulary — Chapter 
701: Telecommunications, channels and 
networks 

ISO 31-11 : 1992 Quantities and units 
— Part 11: Mathematical signs and 
symbols for use in the physical sciences 
and technology 

ISO/IEC 2382-1 : 1993 Information 
technology — Vocabulary — Part 1: 
Fundamental terms 



Corresponding Indian Standard 

IS 3722 (Part 1) : 1983 Letter symbols 
and signs used in electrical technology: 
Part 1 General guidance on symbols and 
subscripts (first revision) 



IS 1885 (Part 85) 
vocabulary: Part 
compatibility 



2003 Electrotechnical 
85 Electromagnetic 



IS 1885 (Part 58) : 1984 Electrotechnical 
vocabulary: Part 58 Telecommunications, 
channels and networks 

IS 1890 (Part 11) : 1995 Quantities and 
units: Part 11 Mathematical signs and 
symbols for use in the physical sciences 
and technology (second revision) 

IS 14692 (Part 1) : 1999 Information 
technology — Vocabulary: Part 1 
Fundamental terms 



Degree of 
Equivalence 

Technically 
Equivalent 



Identical 



Technically 
Equivalent 



Identical 



do 



The technical committee responsible for the preparation of this standard has reviewed the provisions 
of the following International Standards and has decided that they are acceptable for use in 
conjunction with this standard: 



International Standard 



Title 



IEC 60050 (702) : 1992 



International Electrotechnical Vocabulary — Chapter 702: Oscillations, 
signals and related devices 

(Continued on third cover) 
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101-11-01 valeur absolue 

Pour un nombre reel a, 1c nombre nori negatif, soit a soit -a. 

Notes I. - La valeur absolue dc a est representee par \a\ ; abs a est aussi utilise. 

2. - La notion de valem absolue peut s'appliquer a unc grandeur scalairc rcellc. 

absolute value 

For a real number a, the non-negative number, cither a or -a. 

Notes 1, - The absolute value of a is denoted by \a\ ; abs a is also used. 

2. - The concepi of absolute value may be applied to a real scalar quantity. 

de Betrag (eincr reellcn Zahl) 

es valor absoluto 

it valore assoluto 

ja *fe*fffi 

pi wartosc bezwzgledna 

pt valor absoluto 

sv (absolut)belopp 

101-11 -02 nombre complexe 

Couple ordonne dc nombres reels, a et h, gcneralcmcnt rcpresente par c = a + )b ou l'unitc imaginairc j 
verifie j 2 = -1. 

Notes I. - L'n nombre complexe peut aussi ctrc rcpresente par c = Iclfcos <p + j sin <p) = IcIcJ'P ou 
|<"| est un nombre reel non negatif ct <pun nombre reel. 

2. - En clccirotcchniquc, le symbolc j est prefcre au symbole i, usucl en mathematiqucs. 

3. - En clcctrotcchniquc, un nombre complexe peul ctre rcpresente par un symbole littoral 

soulignc. par excmple : c. 

complex number 

Ordered pair of real numbers a and b, usually denoted by c = a + ]b where the imaginary unit j satisfies 

j2 = -l. 

Notes I. - A complex number may also be expressed as c = \c\ (cos <p + j sin q>) = \c\ ci<P where Id is a 
non-negative real number and <p a real number. 

2. - In clcctroiechnology, the symbol j is preferred to the symbol i, usual in mathematics. 

3. - In clcctrotechnology, a complex number may be denoted by an underlined letter symbol, for 

example: c. 

ar S-^y* ^-^ 

dc komplexe Zahl 

cs niimero eomplejo 

il numero complesso 

ja 1&M8L 

pi liczba zespolona 

pt numero complexo 

sv komplext tal 
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101-11-03 partie reelle 

Composante a d'un nombre complexe c = a + jb. 

Notes 1. - La partie reelle d'un nombre complexe c est representee par Re c ou par c'. 

2. - La notion de partie reelle peut s'appliquer a une grandeur scalaire, vectorielle ou tensorielle 
complexe et a une matrice d'61ements complexes. 

real part 

The part a of a complex number c = a + jb. 

Notes 1. - The real part of a complex number c is denoted by Re c or by c'. 

2. - The concept of real part may be applied to a complex scalar, vector or tensor quantity or to 
a matrix of complex elements. 

ar i/t^tj* 

de Realteil 

es parte real 

it parte reale 

ja ^SB 

pi czesc rzeczy wista 

pt parte real 

sv realdel 

101-11-04 partie imaginaire 

Composante b d'un nombre complexe c = a + jb. 

Notes I. - La partie imaginaire d'un nombre complexe c est representee par Im c ou par c". 

2. - La notion de partie imaginaire peut s'appliquer a une grandeur scalaire, vectorielle ou 
tensorielle complexe et k une matrice d'(51cmcnts complexes. 

imaginary part 

The part b of a complex number c = a + jb. 

Notes 1. - The imaginary part of a complex number c is denoted by Im c or by c" . 

2. - The concept of imaginary part may be applied to a complex scalar, vector or tensor quantity 
or to a matrix of complex elements. 

ar tf^'J* 

de Imaginarteil 

es parte imaginaria 

it parte immaginaria 

ja JftnB 

pi czesc urojona 

pt parte imaginaria 

sv imaginardel 

101-11-05 conjugue 

Nombre complexe c* = a -jb associ6 au nombre complexe c = a + jb. 

Notes 1. - Le conjugu£ du nombre complexe c = \c\ eiP est c* = \c\ e"i?\ 

2. - La notion de « conjugue » peut s'appliquer a une grandeur scalaire, vectorielle ou tensorielle 
complexe et a une matrice d'elements complexes. 

conjugate 

Complex number c* = a -jb associated with the complex number c = a + jb. 

Notes 1. - The conjugate of the complex number c — \c\ eiP is c* = c erW- 

2. - The concept of conjugate may be applied to a complex scalar, vector or tensor quantity or to 
a matrix of complex elements. 

de konjugiert-komplexe Zahl 

es conjugado 

it coniugato (di un numero complesso) 

ja $k'tiL 

pi liczba sprzezona 

pt conjugado 

sv konjugat 
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101-11-06 ratine carree 

Nombre dont le produit par lui-meme est egal a un nombre reel ou complexe donne\ 
Note. - Tout nombre reel ou complexe non nul a deux ratines canees, qui sont des nombres opposes. 
Pour un nombre reel positif a, la ratine carree positive est representee par a m ou yja et la ratine carree 
negative par -a 1 ' 1 ou -^Ja. 

square root 

Number for which the product by itself is equal to a given real or complex number. 

Note. - Every non-zero real or complex number has two square roots, each being the negative of the other. 

For a positive real number a, the positive square root is denoted by a 112 or yja and the negative square root 



by -a 112 or -*fa. 


ar 


^'A 


de 


Quadratwurzel 


es 


raiz cuadrada 


it 


radice quadrata 


ja 


-*« : ¥#« 


Pi 


piervt iastek kwadratowy 


Pt 


raiz quadrada 


sv 


kvadratrot 



101-11-07 module 

Nombre reel non-negatif |c| dont le carrc est egal au produit d'un nombre complexe c - a + }b par son 
conjugue: 

\c\ = Jc c* = -y/a 2 + b 2 
Note. - La notion de module peut s'appliquer a une grandeur scalaire complexe. 
modulus 

Non-negative real number |c| , the square of which is equal to the product of a complex number c-a+jb 
and its conjugate: 

Note. - The concept of modulus may be applied to a complex scalar quantity. 

ar J*^~ 

de Betrag (einer komplexen Zahl) 

es modulo 

it modulo 

ja tt#fl[ 

pi modul (liczby zespolonej) 

pt modulo 

sv belopp (av komplext tal) 

101-11-08 argument (symbole : arg) 

Nombre reel <p tel que -Jt < <p < n, dont la tangente est le rapport de la partie imaginaire a la partie r6elle 
d'un nombre complexe donne non nul et dont le signe est celui de la partie imaginaire. 

Notes 1 . - L' argument arg c = <p du nombre complexe c = a + )b = c| e)? 1 est egal a : 

arctan (bid) si a > 

71 + arctan (bla) si a < 0, b > 

-7t + arctan {bid) si a < 0, b < 

til si a = 0, b > 

-n/2 si a = 0, b < 

ou -71/2 < arctan x < te/2 conformement a ISO 31-11. 
2. - La notion d'argument peut s'appliquer a une grandeur scalaire complexe. 
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101-1 1-08 argument (symbol : arg) 

Real number <p such that -7t < <p < n, for which the tangent is the ratio of the imaginary part to the real 
part of a given non-zero complex number and for which the sign is that of the imaginary part. 

Notes 1. - The argument arg c = q> of the complex number c - a + jb = \c\ eiv is equal to: 

arctan (fc/o) ifa>0 

Jt + arctan (fc/a) ifa<0,b>0 

-ji + arctan (b/a) ifa<Q,b<0 

7C/2 ifa = 0, b>0 

-■nil ifa = 0, fe<0 

where -nil < arctan x<rt2 according to ISO 31-11. 
2. - The concept of argument may be applied to a complex scalar quantity. 

ar ( arg : y)\ ) kjj fc^ 

de Argument (einer komplexen Zahl) 

es argumento (simbolo: arg) 

it argomento 

ja «ft (E^: arg; 

pi argument (liczby zespolonej) 

pt argumento 

sv argument 

101-11-09 grandeur scalaire 

scalaire (nom masculin) 

Grandeur pour laquelle la valeur numenque est un nombre reel ou complexe unique. 

Note. - Dans un espace tridimensionnel ou la notion de direction est definie, le terme « grandeur 
scalaire » est souvent restraint a unc grandeur indepcndante de la direction. 

scalar (quantity) 

Quantity the numerical value of which is a single real or complex number. 

Note. - In a three-dimensional space where the concept of direction is defined, the term "scalar quantity" 
is often restricted to a quantity independent of direction. 





ar 


ij^lJ (4^S^ 




de 


skalare GroBe; Skalar 




es 


magnitud escalar; escalar 




it 


grandezza scalare, scalare 




ja 


X*7- (*) 




pl 


wielkosc skalarna; skalar 




Pt 


grandeza escalar; escalar 




sv 


skalar (storhet) 


-11-10 


grar 


ideur vectorielle 



vecteur 

Grandeur representable par un element d'un ensemble, dans lequel le produit d'un element quelconque par 
un nombre soit reel soit complexe, ainsi que la somme de deux el6ments quelconques sont des elements 
de l'ensemble. 
Notes 1. - Une grandeur vectorielle dans un espace a n dimensions est caracterisee par un ensemble 

ordonne de n nombres reels ou complexes, qui dependent du choix des n vecteurs de base si n est 

superieural. 

2. - Dans un espace reel a deux ou trois dimensions, une grandeur vectorielle est representable 

par un segment oriente caracteris6 par sa direction et sa longueur. 

3. - Une grandeur vectorielle complexe V est definie par une partie reelle et une partie imaginaire : 

V = A + \B ou A et B sont des grandeurs vectorielles reelles. 

4. - Une grandeur vectorielle est representee par un symbole litteral en gras ou par un symbole 

surmonte d'une fleche: V ou V 
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101-11-10 vector (quantity) 

Quantity which can be represented as an element of a set, in which both the product of any element and 
either any real or any complex number and also the sum of any two elements are elements of the set. 
Notes L - A vector quantity in an n-dimensional space is characterized by an ordered set of n real or 
complex numbers, which depend on the choice of the n base vectors if n is greater than 1 . 

2. - For a real two- or three-dimensional space, a vector quantity can be represented as an 

oriented line segment characterized by its direction and length. 

3. - A complex vector quantity V is defined by a real part and an imaginary part: 

V = A + jfl where A and B are real vector quantities. 

4. - A vector quantity is indicated by a letter symbol in bold-face type or by an arrow above a 

letter symbol: V or V . 





ar 


<4xO (**S) 




de 


vektorielle Grolk; VektorgroBe 




es 


magnitud vectorial; vector 




it 


grandezza vettoriale, vettore 




ja 


*9 Y)\> (*) 




pl 


wielkosc wektorowa; wektor 




Pt 


grandeza vactorial; vector 




sv 


vektor(storhet) 


101-11-11 


ma trice 



Ensemble ordonne" de m x n elements, represente" par un tableau de m lignes et n colonnes. 
Note. - Les 616ments peuvent etre des nombres, des grandeurs scalaires, vectorielles ou tensorielles, des 
ensembles, des fonctions, des opdrateurs ou mSme des matrices. 

matrix 

Ordered set of m x n elements represented by m rows and n columns. 

Note. - The elements may be numbers, scalar, vector or tensor quantities, sets, functions, operators or 
even matrices. 

ar *»>*-** 

de Matrix 

es matrix 

it matrice 

ja 'am 

pl macierz 

pt matriz 

sv matris 

101 - 1 1 - 1 2 grandeur tensorielle (du second ordre) 

tenseur (du second ordre) 

Grandeur representable dans un espace a n dimensions par une matrice carree denxn grandeurs replies 
ou complexes /,-,-, qui decrit une transformation lin^aire d'un vecteur A en un vecteur B: 

Bi = ZjtijAj 

tensor (quantity) (of second order) 

Quantity characterized in an n-dimensional space by an n x n square matrix of real or complex quantities 
tjj, which describes a linear transformation of a vector A into a vector B: 

B^ZjtijAj. 

„ ( 4-^ <?Jh c/) (**~^) ' oXj: 

de tensorielle GroBe (zweiter Stufe); Tensorgrolie (zweiter Stufe) 

es magnitud tensorial (de segundo orden); tensor 

it grandezza tensoriale (del secondo ordine); tensore (del secondo ordine) 

ja Tt.SVA, (3) (—ft©) 

pl wielkosc tensorowa (dmgiego rzedu); tensor (drugiego rzedu) 

pt grandeza tensorial (de segunda ordem); tensor (de segunda ordem) 

sv tensor(storhet) 
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101-11-13 vecteur de base 

Dans un espace a n dimensions, chacun des elements d'un ensemble de n grandeurs vectorielles 
lineairement independantes. 

Notes I. - Pour un ensemble donne de vecteurs de base A\, A 2 , ... A n , toute grandeur vectorielle V 
peut etre exprimee de facon univoque comme une combinaison lineaire. 

V=a 1 A l +a 2 A 2 +...+a*\ n 

ou a\, a 2 , ... a n sont des grandeurs dont chacune a pour valeur numerique un nombre reel 
ou complexe unique. 

2. - On choisit generalement comme vecteurs de base, denotes ei, e 2 , ... e„, des grandeurs 

vectorielles reelles orthonormees sans dimension. 

3. - Dans un espace a trois dimensions, les vecteurs de base sont generalement choisis par 

convention de facon a former un triedre direct. lis peuvent etre denotes e x , e e z , ou i,j, k. 

base vector 

In an n-dimensional space, one of a set of n linearly independent vector quantities. 

Notes I. - For a given set of base vectors A-\, A 2 , ■■■ A n , any vector quantity V can be uniquely 
expressed as a linear combination 

V = a l A l +a 2 A 2 + ...+a„A n 

where a\, a^, ... a n arc quantities, the numerical value of each being a single real or 
complex number. 

2. - The base vectors are generally chosen as real orthonormal vector quantities of dimension 

one, denoted e\,e 2 , ... e n . 

3. - In a three-dimensional space, the base vectors are usually taken by convention to form a 

right-handed trihedron. They can be denoted e x , e y , e z , or i,j, k 

ar <^ U *^ 

de Basisvektor 

es vector de base 

it vettore di base 

ja SE^? hA> 

pi wektor podstawowy 

pt vector de base 

sv basvektor 

101-11-14 coordonnee (d'un vecteur) 

Chacune des n quantites a\,a 2 , ■■■ a n caracterisant la grandeur vectorielle 

V = aiA, + aiA 2 + ...+ a,A n 
ou A\,A 2 , . . . A n , sont les vecteurs de base. 

Note. - En anglais, le terme « coordinate » est employe uniquement pour les coordonnees d'un vecteur de 
position. 

component (of a vector) 
coordinate (of a vector) 
Any of the n quantities a\,a 2 , ... a n characterizing the vector quantity 

V = a\A | + a->A 2 + . . . + a„A„ 
where A !, A 2 , ... A„, are the base vectors. 

Note. - In English, the term "coordinate" is only used for the components of a position vector. 



ar 



de {Coordinate (einer vektoriellen GroBe) 

es componente (de un vector); coordenada (de un vector) 

it coordinata (di un vettore) 

ja fiS^- (K? h;l/©) 

pi wspolrzedna (wektora) 

pt coordenada (de um vector) 

sv komponent; koordinat 
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101-11-15 composante (d'un vecteur) 

Chacun des Elements d'un ensemble de grandeurs vectorielles lineairement independantes dont la somme 
est 6gale a une grandeur vectorielle donnee. 

Note. - Exemple: chacun des produits d'une coordonnde d'une grandeur vectorielle par le vecteur de base 
correspondant. 

component vector (of a vector) 

One of a set of linearly independent vector quantities, the sum of which is equal to a given vector 
quantity. 

Note. - Example: any of the products of a component of a vector quantity and the corresponding base 
vector. 



ar 



de Komponente (einer vektoriellen GroBe) 

es componente vectorial (de un vector) 

it componente (di un vettore) 

ja fifc^? r-A- (Kir WKO) 

pi sktadowa (wektora) 

pt componente (de urn vector) 

sv komposant 

101-11-16 somme (vectorielle) 

Grandeur vectorielle dont chaque coordonnee est la somme des coordonnees correspondantes de 
grandeurs vectorielles donnees. 

(vector) sum 

Vector quantity for which each component is the sum of the corresponding components of given vector 
quantities. 





ar 


(4*^)^^ 




de 


Vektorsumme 




es 


suma (vectorial) 




it 


somma (vettoriale) 




ja 


C<? Yfr) iffl 




pl 


suma wektorowa 




Pt 


soma (vectorial) 




sv 


vektorsumma 


101-11-17 


pro 


duit scalaire 



Grandeur scalaire A • B dcfinie pour deux grandeurs vectorielles A et B, donnees dans un espace a n 
dimensions muni dc vectcurs de base orthonormes, par la somme des produits de chaque coordonnee A t 
de la grandeur A par la coordonnee corrcspondante B t de la grandeur B :A • fl = £, ,4, fl,. 
Notes I. - Le produit scalaire ne depend pas du choix des vectcurs de base. 

2. - Dans un cspacc reel a deux ou trois dimensions, le produit scalaire des grandeurs 

vectorielles est le produit des normes des deux vecteurs par le cosinus de leur angle : 

A-B = \A\\B\ cos ft 

3. - Pour deux grandeurs vectorielles complexes A et B, on peut selon l'application utiliser soit le 

produit scalaire A • B, soit l'un des produits scalaires A • B* ou A* • B. La grandeur A • A* 

est non negative. 

4. - Lc produit scalaire est indique par un point a mi-hauteur ( • ) entre les deux symboles 

representant les vecteurs. 
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101-11-17 scalar product 

dot product 

Scalar quantity A • B defined for two given vector quantities A and B in n-dimensional space with 
orthonormal base vectors by the sum of the products of each coordinate Aj of the vector quantity A and 
the corresponding coordinate B, of the vector quantity B: A • B = E; A,- B,. 
Notes 1. - The scalar product is independent of the choice of the base vectors. 

2. - For a real two- or three-dimensional space, the scalar product of the vector quantities is the 

product of the magnitudes of the two vectors and the cosine of the angle between them: 

A-fi=|A||B|cosft 

3. - For two complex vector quantities A and B, either the scalar product A ■ B or one of the 

scalar products A • B* and A* • B may be used depending on the application. The quantity 
A • A* is non-negative. 

4. - The scalar product is denoted by a half-line dot ( • ) between the two symbols representing 

the vectors. 

ar if"^ ^s* J-^»~ 

de skalares Produkt 

es producto escalar 

it prodotto scalare 

ja T^ii^— ft 

pi iloczyn skalarny 

pt produto escalar 

sv skalarprodukt 

101-11-18 norme (d'un vecteur) 

module (terme deconseilld dans ce sens) 

Grandeur scalaire non negative |P | dont le carre' est egal au produit scalaire d*une grandeur vectorielle V 
par sa conjuguee: 

|v| = Vvv* 

Notes 1. - En mathematiques, la norme d6finie ici est la norme euclidienne. D'autres normes peuvent 
gtre ddfinies. 
2. - Dans un espace r6el a deux ou trois dimensions, la norme d'une grandeur vectorielle est 
representee par la longueur du segment orients representant la grandeur vectorielle. 

magnitude (of a vector) 
modulus (deprecated in this sense) 

Non-negative scalar quantity |V| , the square of which is equal to the scalar product of a vector quantity V 
and its conjugate: 

|v| = JV-V* 

Notes 1. - In mathematics, the concept defined here is also called Euclidean norm. Other norms can be 
defined. 
2. - For a real two- or three-dimensional space, the magnitude of a vector quantity is represented 
by the length of the oriented line segment representing the vector quantity. 

ar ( «*^ ) j\Ma 

de Betrag (einer vektoriellen GroBe) 

es norma (de un vector); mddulo (termino desaconsejado en este sentido) 

it norma (di un vettore) 

ja *ft^« (<9 h^©) 

pi dhigosc wektora; modul (termin nie zalecany w tym sensie) 

pt norma (de um vector); modulo (de um vector) (desaconselhado) 

sv belopp (av vektor) 

101-11-19 vecteur unite 

Vecteur de norme unite\ 

Note. - Un vecteur unite" est souvent represents par e. 

unit vector 

Vector of magnitude one. 

Note. - A unit vector is often denoted by e. 



ar 


43!tL» eJL>-j 


de 


Einheitsvektor; Einsvektor 


es 


vector unitario 


it 


vettore unita; versore 


ja 


BMSL19 h;l/ 


Pi 


wektor jednostkowy 


Pt 


vector unitario 


sv 


enhetsvektor 
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101-11-20 orthogonal 

Qualifie deux vecteurs non nuls dont le produit scalaire est mil. 

Note. - Dans un espace reel a deux ou trois dimensions, des vecteurs oithogonaux sont aussi dits 
perpendiculaires. 

orthogonal 

Applies to two non-zero vectors the scalar product of which is zero. 

Note. - In a real two- or three-dimensional space, orthogonal vectors are also called perpendicular. 

ar Xa\j£j* 

de orthogonal 

es ortogonal 

it ortogonale 

ja E£ 

pi ortogonalny 

pt ortogonal 

sv ortogonal 

101-11-21 orthonorme 

Qualifie un ensemble de vecteurs united reels deux a deux oithogonaux. 

orthonormal 

Applies to a set of real unit vectors which are orthogonal to one another. 





ar 


Lfj\^ j\ l£j^*-* J->*^» 




de 


orthonormiert 




es 


ortonormal 




it 


ortonormale 




J a 


iES£i££ 




Pi 


ortonormalny 




Pt 


ortonormado 




sv 


ortonormerad 


101-11-22 


aneli 


e (de deux vecteurs) 



Grandeur scalaire 6 telle que < 9 < n, dont le cosinus est le rapport du produit scalaire de deux 
grandeurs vectorielles reelles A et B donnees au produit de leurs normes : 

6 = arccos; — n — r 
\ A \\ B \ 
angle (between two vectors) 

Scalar quantity d such that < 6 < n, the cosine of which is the ratio of the scalar product of two given 
real vector quantities A and B to the product of their magnitudes: 

A B 

6= arccosT 



A B 



ar 



de Winkel (zwischen zwei VektorgroBen) 

es angulo (entre dos vectores) 

it angolo tra due vettori 

ja ^ (~-o<?X? \>)l<A<t£?) 

pi kat (mied/y dwoma wektorami) 

pt angulo (de dois vectores) 

sv vinkel (mellan tva vektorer) 
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101-11-23 triedre direct 

Dans un espace a trois dimensions, ensemble de trois grandeurs vectorielles reelles lin6airement 
independantes A, B, C, tel que, pour un observateur regardant dans la direction de C, la rotation d'angle 
minimal qui amene A sur B se fait dans le sens des aiguilles d'une montre. 
Note. - Les grandeurs vectorielles d'un triedre direct ont des directions qui correspondent respectivement 

a celles du pouce (A), de l'index (B) et du majeur (O de la main droite, lorsque le majeur pointe a 

angle droit des autres doigts. 

right-handed trihedron 

In a three-dimensional space, a set of three real linearly independent vector quantities A, B, C, such that 
for an observer looking in the direction of C, the rotation through the smaller angle from A to J? is 
observed to be in the clockwise sense. 

Note. - The vector quantities of a right-handed trihedron are oriented: the thumb (A), the forefinger (B) 
and the middle finger (C) of the right hand, when the latter (C) is pointing at right angles to the 
others (A) and (B). 

de Rechtssystem; rechtshandiges Oreibein 
es triedro di recto 

it triedro diretto 

pi triada prawoskretna 

pt triedro directo 

sv hogertrieder 

101-11-24 produit vectoriel 

Dans un espace a trois dimensions muni de vecteurs de base orthonormtSs e t , e 2 , e$ formant un triedre 
direct, grandeur vectorielle AxB d^finie pour deux grandeurs vectorielles donnees 

A =A x e\ + A 2 e 2 + A 3 e3 et B = B x ei + Btf 2 + B 3 C 3 
par : Ax B = (A 2 fi 3 - A 3 B 2 )e 1 + G4 3 £i - Aifl 3 )e 2 + (A X B 2 - A 2 B{)e 3 . 
Notes 1. - Le produit vectoriel ne depend pas du choix des vecteurs de base. 

2. - Le produit vectoriel est orthogonal aux deux grandeurs vectorielles donnees. 

3. - Pour deux grandeurs vectorielles reelles, 

- les trois grandeurs vectorielles A, B et A x B forment un triedre direct ; 

- la norme du produit vectoriel est le produit des normes des deux grandeurs vectorielles 
donnees et de la valeur absolue du sinus de leur angle: IA x B\ = IAI LBI Isin 01. 

4. - Pour deux grandeurs vectorielles complexes A et B, on peut selon l'application utiliser soit 

le produit vectoriel AxB, soit l'un des produits vectoriels A* x B ou A x B*. 

5. - Le produit vectoriel est indique par une croix ( x ) entre les deux symboles representant les 

vecteurs. L'emploi du symbole a est deconseille. 

vector product 
cross product 

In a three-dimensional space with orthonormal base vectors e h e 2 , e 3 forming a right-handed trihedron, 
vector quantity AxB defined for two given vector quantities 

A =AjCi + A 2 e 2 + A 3 « 3 and B = B x e x + £3*2 + #3*3 
by: A xB = (A 2 J? 3 -A 3 B 2 )e, + (A 3 Bi -AiB^)e 2 + (A l B 2 -A 2 B l )e 3 . 

Notes 1. - The vector product is independent of the choice of the base vectors. 

2. - The vector product is orthogonal to the two given vector quantities. 

3. - For two real vector quantities, 

- the three vector quantities A, B and AxB form a right-handed trihedron; 

- the magnitude of the vector product is the product of the magnitudes of the two given 
vector quantities and the absolute value of the sine of the angle between them: 

Wxfll = L4llflllsin0l. 

4. - For two complex vector quantities A and B, either the vector product AxB or one of the 

vector products A* x B or A xB* may be used depending on the application. 

5. - The vector product operation is denoted by a cross (x) between the two symbols 

representing the vectors. The use of the symbol a is deprecated. 



ar 



,5»W <^j^> J-s^V^- 

de Vektorprodukt; vektorielles Produkt 

es producto vectorial 

it prodotto vettoriale 

ja Kir r-^Mt 

pi iloczyn wektorowy 

pt produto vectorial 

sv vektorprodukt; kryssprodukt 1 
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101-11-25 element scalaire d'arc (symbole : 6s) 

Grandeur scalaire associee a une courbe donnee en uh point donne, egale a la longueur d'un arc 
infinitesimal de la courbe contenant le point. 

scalar line element (symbol: ds) 

Scalar quantity associated with a given curve at a given point, equal to the length of an infinitesimal 

portion of the curve containing the point. 

ar ( ds : yj>\) ^L* Ja* j^ls- 

dc skalares Linienelement 

es elemento escalar de arco (sfmboloids) 

it elemento scalarc d'arco 

ja X*7-»ff <B#: d s) 

pi element skalarny hiku 

pt elemento escalar de arco 

sv bagelement 

1 1 - 1 1 - 26 element ( vectoriel) d' arc 

Grandeur veclorielle reelle tangente a une courbe orientee donnee en un point donne, dont la norme est la 
longueur dun arc infinitesimal de la courbe contenant le point et dont la direction correspond a 
l'orientation de la courbe. 
Note. - Un element vectoriel d'arc est designe par e t ds, par ids ou par dr, ou e t = t est un vecteur unite 

tangent a la courbe, d* un element scalaire d'arc, dr la differentielle du rayon vecteur r decrivant 

la courbe par rapport a un point origine. 

(vector) tine element 

Real vector quantity tangent to a given oriented curve at a given point, the magnitude of which is the 
length of an infinitesimal portion of the curve containing the point and the direction of which corresponds 
to the orientation of the curve. 

Note. - A vector line element is designated by e t ds, by tds or by dr, where e t = t is a unit vector tangential 
to the curve, ds is a scalar line element, dr is the differential of the position vector r describing the 
curve with respect to a zero point. 

ar ( ^* Ul ) J** S** 

de vektorielles Linienelement 

es elemento (vectorial) de arco 

it elemento (vettoriale) d'arco 

ja (.<? mi,) m^m 

pi element wektorowy hiku 

pt elemento (vectorial) de arco 

sv bagelementvektor 

1 01 - 1 1 -27 integrate curviligne 

integrate de ligne 

Integrale etendue a un arc oriente dune courbe, dont l'element differentiel est soil le produit d'une 
grandeur scalaire par l'element scalaire ou vectoriel d'arc, soit le produit d'une grandeur vectoriellc par 
l'element scalaire d'arc, soit le produit scalaire d'une grandeur vectorielle par l'element vectoriel d'arc. 
Note. - Cette integrale peut etre une grandeur scalaire ou vectorielle suivant la nature du produit considere. 

line integral 

Integral in a specified direction along a portion of a curve, the differential element of which is either the 
product of a scalar quantity and the scalar or vector line element, or the product of a vector quantity and 
the scalar line element, or the scalar product of a vector quantity and the vector line element. 
Note. - This integral may be a scalar or vector quantity according to the kind of product. 

ar ^>^' 

de Linienintegral 

es integral curvilinea; integral de linea 

it integrale di linea 

ja mm# 

pi calka krzywoliniowa 

pt integral curvilineo; integral de linha 

sv kurvintegral; linjeintegral 
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101-11-28 circulation 

Grandeur scalaire egale a l'integrale de ligne dont l'element differentiel est le produit scalaire d'une 

grandeur vectorielle par l'element vectoriel d'arc. 

Note. - En anglais, le terme « circulation » n'est employe que pour une circulation le long dun contour fermd 

scalar line integral 
circulation 

Line integral whose differential element is the scalar product of a vector quantity and the vector line 
element. 

Note. - In English, the term "circulation" is only used for a scalar line integral along a closed path. 

ar ci'jj- 5 <^"^ ^ J* 15 ^' 

de skalares Linienintegral; Umlaufintegral 

es circulation 

it integrate scalare di linea 

ja Xij^-Umtt 

pi cyrkulacja 

pt circulacao; integral de linha escalar 

sv skalar kurvintegral 

101-11-29 element scalaire de surface (symbole : dA) 

Grandeur scalaire associee a une surface donnee en un point donne, 6gale a 1'aire d'un Element 
infinitesimal de cette surface contenant le point. 

scalar surface element (symbol: dA) 

Scalar quantity associated with a given surface at a given point, equal to the area of an infinitesimal 

surface element containing the point. 

ar ( dA : yj\) ^U* <^=- s*>* 

de skalares Flachenelement 

es elemento escalar de superficie (sfmbolo: dA) 

it elemento scalre di superficie 

ja Xijv-ffimn (IcV^: dA) 

pi element skalarny powierzchni 

pt elemento escalar de superficie 

sv areaelement 

101-11-30 element (vectoriel) de surface 

Dans un espace a trois dimensions, grandeur vectorielle reelle normale a une surface donnee en un point 

donne, dont la norme est l'aire d'un element infinitesimal de cette surface contenant le point. 

Notes 1. - La direction de l'element vectoriel de surface definit l'orientation de la surface en ce point 

comme etant dans le sens inverse des aiguilles d'une montre pour un observateur regardant 

dans la direction opposee de celle du vecteur. 

2. - Un element vectoriel de surface est designe par c n dA ou par ndA, ou e n = n est un vecteur 
unite normal a la surface cl ou dA est un element scalaire de surface. 

(vector) surface element 

In a three-dimensional space, real vector quantity normal to a surface at a given point, the magnitude of 

which is the area of an infinitesimal surface element containing the point. 

Notes 1. - The direction of the vector surface element defines the orientation of the surface at that 

point as being in the anti-clockwise direction for an observer looking in the direction 

opposite to that of the vector. 

2. - A vector surface element is designated by « n dA or by ndA, where «„ = n is a unit vector 
normal to the surface and dA is a scalar surface element. 



ar 



( ^*^ ) ^- S^ 

de vektorielles Flachenelement 

es elemento (vectorial) de superficie 

it elemento (vettoriale) di superficie 

ja (/<? Yfr) ®H^ 

pi element wektorowy powierzehni 

pt elemento (vectorial) de superficie 

sv areaelementvektor 
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101-11-31 integrate de surface 

Integrate etendue a une portion dune surface, dont l'element diffdrentiel est le produit d'une grandeur 
scalaire ou vectorielle par l'element scalaire ou vectoriel de surface. 

Note. - Cette integrate peut etre une grandeur scalaire ou vectorielle suivant la nature du produit 
considere. 

surface integral 

Integral over a portion of a surface, the differential element of which is the product of a scalar or vector 

quantity and the scalar or vector surface element. 

Note. - This integral may be a scalar or vector quantity according to the kind of product. 

de Flachenintegral 

es integral de superficie 

it integrate di superficie 

ja ffi»# 

pi calka powierzchniowa 

pt integral de superficie 

sv ytintegral 

101-11-32 flux (d'une grandeur vectorielle) 

Integrate de surface dont l'element differentiel est le produit scalaire d'une grandeur vectorielle par 
l'element vectoriel de surface. 

flux (of a vector quantity) 

Surface integral, the differential element of which is the scalar product of a vector quantity and the vector 
surface element. 

ar ~*-V*z+ ~4~S Ja± 

de FluB (einer vektoriellen GroBe) 

es flujo (de una magnitud vectorial) 

it flusso (di una grandezza vettoriale) 

ja {<Cf Mu) M 

pi strumieri (wielkosci wektorowej) 
pt fluxo (de uma grandeza vectorial) 
sv vektorflode 

101-11-33 integrale de volume 

Integrate etendue a un volume donne\ dont l'element difterentiel est le produit d'une grandeur scalaire ou 
vectorielle par l'element de volume. 

volume integral 

Integra] over a volume the differential element of which is the product of a scalar or vector quantity and 

the volume element. 

„ ^^ >lfc 

de Volumenintegral 

es integral de volumen 

it integrale di volume 

ja <*»»# 

pi calka objetosciowa 

pt integral de volume 

sv volymintegral 

101-11-34 champ (1) 

Etat dun domaine determine dans lequel une grandeur ou un ensemble de grandeurs liees entre elles 
existe en chaque point et depend de la position du point. 

Note. - Un champ peut representer un phenomene physique, comme par exemple un champ de pression 
acoustique, un champ de pesanteur, le champ magnetique terrestre, un champ electromagnetique. 

field 

State of a region in which a quantity or an interrelated set of quantities exists at each point and depends 

on the position of the point. 

Note. - A field may represent a physical phenomenon such as an acoustic pressure field, a gravity field, 
the Earth's magnetic field, an electromagnetic field. 



ar 


Ju 


de 


Feld 


es 


campo 


it 


campo 


ja 


jgS 


Pi 


pole 


Pt 


campo 


sv 


fait 
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101-11-35 champ (2) 

Grandeur scalaire, vectorielle ou tensorielle, qui cxiste en chaque point d'un domaine d&ermine' et qui 
depend de la position de ce point. 

Notes I. - Un champ peut etre une fonction du temps. 

2. - En anglais le terme « field quantity », en francais « grandeur de champ », est aussi utilis£ 
pour designer une grandeur telle que tension, courant, pression acoustique, champ 
electrique, dont le carr£ est proportionnel a une puissance dans les systemes lineaires. 

field quantity 

Scalar, vector or tensor quantity, existing at each point of a defined region and depending on the position 
of the point. 

Notes l. - A field quantity may be a function of time. 

2. - In English the term "field quantity", in French "grandeur de champ", is also used to denote a 
quantity such as electric tension, current, sound pressure, electric field strength, the square 
of which in linear systems is proportional to power. 

ar <&£ *~S 

de FeldgroBe 

es campo (magnitud) 

it grandezza di campo; campo 

ja W©&* 

pi wielkosc polowa 

pt grandeza de campo 

sv faltstorhet 

101-11-36 (operateur) nabla (symbole : V) 

Vecteur symbolique utilise pour d^noter des op£rateurs differentiels scalaires ou vectoriels, s'appliquant a 
dcs champs scalaires ou vectoriels, et qui, en coordonnees cartesiennes orthonormees, est represente" par 
„ d d a 

dx y By az 
oil e x , ty, e z sont les vecteurs unites des axes x, y, z. 

itabla (operator) (symbol: V) 

Symbolic vector used to denote scalar or vector differential operators operating on scalar or vector field 
quantities, and which, in orthonormal Cartesian coordinates, is represented by 
- d d d 

dx ' By az 
where e x , e y , « z are unit vectors along the x, y, z axes. 

ar (V:^>)(y»!^U 

de Differentialoperator; Nabla(-Operator) 

cs (operador) nabla (simbolo:V) 

it operatore nabla; nabla 

ja t^7 (SilT^) (£* : V) 

pi (operator) nabla 

pt (operador) nabla 

sv nablaoperatorn 
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101-11-37 gradient 

Grandeur vectoriclle grad/associee en chaque point a un champ scalairc/, dont la direction est normale 
a la surface sur laquelle lc champ a une valcur constante, dans le sens des champs croissants, ct dont la 
norme est egale a la valeur absolue de la derivee du champ par rapport a la distance dans cctte direction 
normale. 

Notes I. - Le gradient exprime la variation du champ entre lc point donne et un point situe a unc 
distance infinitesimale ds dans la direction d'un vecteur unite donne e par le produit scalairc 
d/=grad/ eds. 

2. - En coordonnees cartesiennes orthonormees, les trois coordonnees du gradient sont : 

dx dy dz 

3. - Le gradient du champ/est reprcsente par grad/ou par V/. 

gradient 

Vector quantity grad/ associated at each point with a scalar field quantity/, having a direction normal to 

the surface on which the field quantity has a constant value, in the sense of increasing value of/, and a 

magnitude equal to the absolute value of the derivative of / with respect to distance in this normal 

direction. 

Notes 1. - The gradient expresses the variation of the field quantity from the given point to a 

point at infinitesimal distance ds in the direction of a given unit vector e by the scalar 

product d/= grad/- eds. 

2. - In orthonormal Cartesian coordinates, the three components of the gradient are: 

6 x dy dz 

3. - The gradient of the field quantity /is denoted by grad/or by V/. 



ar j- 

de Gradient 

es gradiente 

it gradiente 

ja 4j£ 

pi gradient 

pt gradiente 

sv gradient 

101-11-38 potentiel (scalaire) 

Champ scalairc (p, s'il existe, dont l'oppose du gradient est un champ vectoriel donne/: 

/=-grad<p. 
Notes 1 . - On dit que lc champ vectoriel donne derive du potentiel scalaire. 

2. - Lc potentiel scalairc n'est pas unique puisqu'une grandeur scalaire constante quelconque 
pcut ctrc ajoulce a un potentiel scalairc donne sans changer son gradient. 

(scalar) potential 

Scalar field quantity <p, when it exists, the negative of the gradient of which is the field quantity/ of a 
given vector field: 

/=-grad<p. 
Notes 1. - The given vector field is said to be derived from the scalar potential. 

2. - The scalar potential is not unique since any constant scalar quantity can be added to a given 
scalar potential without changing its gradient. 

de (skalares) Potential 

cs potencial (escalar) 

it potenziale (scalare) 

ja (Xtfy— ) ^x>->+Jl' 

pi potencjal (skalarny) 

pt potencial (escalar) 

sv potential 
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101-11-39 equipotentiel 

Qualifie un ensemble de points qui sont tous au meme potentiel scalaire. 

equi potential 

Pertaining to a set of points all of which are at the same scalar potential. 

ar J ^ 1 ^3^^ 

de Aquipotential 

es equipotencial 

it equipotenziale 

ja %-&t- \s *s * i\> 

pi ekwipotencjalny 

pt equipotencial 

sv ekvipotentiell 

101-11-40 divergence 

Grandeur scalaire div/ associde en chaque point a un champ vectoriel/, 6gale a la limite du quotient du 
flux de la grandeur vectorielle sortant d'une surface fermee par le volume limite par cette surface lorsque 
toutes ses dimensions geom6triques tendent vers z6fo : 



div/ = lim — I / ■ e_ d A 

1 v->ov.r n 



ou e n dA est l'616ment vectoriel de surface et Vie volume. 

Notes 1. - En coordonnees cartesiennes orthonormees, la divergence est : 

^ , dfx d fy 3/z 
dx dy dz 

2. - La divergence du champ/ est representee par div/ ou par V •/. 

divergence 

Scalar quantity div/ associated at each point with a vector field quantity/, equal to the limit of the flux of 
the vector quantity which emerges from a closed surface, divided by the volume contained within the 
surface when all its geometrical dimensions become infinitesimal: 



div/= lim — If -end A 

J v^Q V J J " 



V->0 V. 

where e n dA is the vector surface element and Vthe volume. 
Notes I. - In orthonormal Cartesian coordinates, the divergence is: 

^ c d fx d fy 3/z 

dlv/=^- + — ^ + -r^- 
dx dy dz 

2. - The divergence of the field/ is denoted by div/or by V •/. 



ar 


ApLJ 


de 


Divergenz 


es 


divergencia 


it 


divergenza 


ja 


&» 


Pi 


dywergencja 


Pt 


divergencia 


sv 


divergens 
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101-11-41 rotationnel 

Grandeur vectorielle rot/associee en chaque point a un champ vectoriel/, egale a la limite du quotient 
de l'integrale, sur une surface fermee, du produit vectoriel du champ et de l'dlement vectoriel de surface 
oriente vers l'interieur, par le volume limite par la surface lorsque toutes ses dimensions geometriques 
tcndent vers zero : 

rot/= lim — [fxe^dA 

ou c n dA est l'element vectoriel de surface et Vie volume. 

Notes 1. - En coordonnees cartdsiennes orthonorm6es, les trois coordonnees du rotationnel sont : 

dy dz dz dx ' dx dy 

2. - Le rotationnel du champ/ est reprSsente' par rot/, par curl/ou par V x/ 

rotation 
curl 

Vector quantity rot / associated at each point with a vector field quantity /, equal to the limit of the 
integral over a closed surface of the vector product of the vector field quantity and the vector surface 
element oriented inwards, divided by the volume contained within the surface when all its geometrical 
dimensions become infinitesimal: 

rot/ = lim — I fxe n dA 
V-+0VJ'' n 

where e n dA is the vector surface element and Vfhe volume. 

Notes 1. - In orthonormal Cartesian coordinates, the three components of the rotation are: 

^L-^Il , IL_?A , df y d f* 

dy dz 3z dx dx dy 

2. - The rotation of the field/ is denoted by rot/ by curl/, or by V x/. 





ar 


&J3*^j£ 




dc 


Rotor; Rotation 




es 


rotational 




it 


rotore 




ja 


Elfe 




P» 


rotacja 




Pt 


rotacional 




sv 


rotation 


101-11-42 


potei 


ntiel vecteur 



Champ vectoriel A, s'il cxistc, dont le rotationnel est un champ vectoriel donne/: 

/=rotA. 
Notes 1. - On dit que lc champ vectoriel donne derive du potentiel vecteur. 

2. - Le potentiel vecteur n'csl pas unique puisqu'un champ vectoriel irrotationnel quelconque 
peut etre ajoutc a un potentiel vecteur donne sans changer son rotationnel. Le potentiel 
vecteur est souvent choisi de telle sorte que sa divergence soil nulle. 

vector potential 

Vector field quantity A, when it exists, the rotation of which is the field quantity/of a given vector field: 

/=rotA. 
Notes 1. - The given vector field is said to be derived from the vector potential. 

2. - The vector potential is not unique since any irrotational vector field quantity can be added 
to a given vector potential without changing its rotation. The vector potential is often 
chosen so that its divergence is zero. 

dc Vektorpotential 

cs potential vector 

it potenziale vettore 

ja *<9 Y/V^-y- >> + Jl 

pi potencjal wektorowy 

pt potencial vector 

sv vektorpotential 
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101-11-43 laplacien (scalaire) 

Grandeur scalaire A/associee en chaque point a un champ scalaire/, ddfinie par la divergence du gradient 
du champ scalaire : 

A/= div grad/. 

Note. - En coordonnees cartesiennes orthonormees, le laplacien scalaire est : 

., a 2 / a 2 / a 2 / 

dx 2 dy 2 d Z 2 

Laplacian (of a scalar field quantity) 

Scalar quantity A/ associated at each point with a scalar field quantity/, equal to the divergence of the 
gradient of the scalar field quantity: 

A/= div grad/ 
Note. - In orthonormal Cartesian coordinates, the Laplacian of a scalar field quantity is: 

A , a 2 / a 2 / a 2 / 

A/=— 4 + — 4+ — 4- 

a* 2 d y 2 a* 2 

de (skalarer) Laplace-Operator (angewandt. auf eine skalarc FeldgrQfie) 

es laplaciana (escalar) 

it laplaciano (scalare) 

ja 5 "7-5 ->T> (^iiv— $©) 

pi laplasjan (skalarny) 

pt laplaciano (escalar) 

sv laplaceoperatom (far skalarfalt) 

101-11-44 laplacien vectoriel 

Grandeur vectorielle 4f associee en chaque point a un champ vectoriel /, egale a la difference entre le 
gradient de la divergence du champ vectoriel et le rotationnel du rotationnel de ce champ : 

Af = grad div/- rot rot/ 
Note. - En coordonnees cartesiennes orthonormees, les trois coordonnees du laplacien vectoriel sont : 

*&+*&+£& ?1l + ?Il + ?1l *a + ?a + *& 

dx 2 dy 2 dz 2 ' dx 2 dy 2 dz 2 ' dx 2 dy 2 dz 2 

Laplacian (of a vector field quantity) 

Vector quantity A/ associated at each point with a vector field quantity /, equal to the gradient of the 

divergence of the vector field quantity minus the rotation of the rotation of this vector field quantity: 

A/"= grad div/- rot rot/ 
Note. - In orthonormal Cartesian coordinates, the three components of the Laplacian of a vector field 
quantity are: 

*A + £L + £L ^Iz + ^Il + ^Il ^a + ^a + ^a 

dx 2 3/ dz 2 ' dx 2 dy 2 dz 2 ' 3* 2 dy 2 dz 2 

(*zo jut j ;l*sji) v-*>^ 

de (vektorieller) Laplace-Operator (angewandt auf eine vektorielle FeldgroBe) 

es laplaciana vectorial 

it laplaciano vettoriale 

ja -7^-7->T> «9 h;M&©) 

pi laplasjan wektorowy 

pt laplaciano vectorial 

sv laplaceoperatom (for vektorfalt) 

101-11-45 champ a flux conservatif 

champ solenoidal 

Champ caracterise par une grandeur vectorielle de divergence nulle. 

zero divergence field 
solenoidal field 

Field characterized by a vector field quantity having zero divergence. 

„ Jj>Ju 

de quellenfreies Feld 

cs campo de flujo conservativo; campo adivergente 

it campo solenoidale 

ja «o&ft» 

pi pole bezzrodlowe 

pt campo de fluxo conservativo; campo solenoidal 

sv kallfritt fait 

1 o 
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101-11-46 champ irrotationnel 

Champ caracterise par unc grandeur vectorielle de rotationnel nul. 

irrotational Field 

Field characterized by a vector field quantity having zero rotation. 

ar &Jj> > J U 

de wirbelfreies Feld 

es campo irrotacional 

it campo irrotazionale 

ja f&ti. l,t% 

pi pole bezwirowe 

pt campo irrotacional 

sv virvelfritt fait 

101-11-47 ligne de champ 

Dans un champ vectoriel, courbe dont la tangente en chaque point a meme support que le champ en ce 
point. 

field line 

In a vector field, a path for which the tangent at each point is parallel to the field quantity at that point. 



ar 



de Feldlinie 

es linea de campo 

it linea di campo 

ja ^onnvK 

pi linia pola 

pt linha de campo 

sv faltlinje 
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SECTION 101-12 - NOTIONS RELATIVES A ^INFORMATION 
SECTION 101-12 - CONCEPTS RELATED TO INFORMATION 



101-12-01 information 

(ISO/1EC 2382-1 Connaissance concernant un objet tel qu'un fait, un evenement, une chose, un processus ou une id6e, y 
- 01 .01 .01 ) compris une notion, et qui, dans un contexte determine, a une signification particuliere. 

(701-01-01 MOD) 

information 

Knowledge concerning objects, such as facts, events, things, processes, or ideas, including concepts, that 
within a certain context has a particular meaning. 



ar 


oL» *x*j> 


de 


Information 


es 


information 


it 


informazione 


ja 


m 


pl 


informacja 


Pt 


informacao 


sv 


information 



101-12-02 signal 

(701-01 -02 MOD) Phenomene physique dont la presence, l'absence ou les variations sont consideYees comme representant 
(702-04-01 MOD) des informations. 

signal 

Physical phenomenon whose presence, absence or variation is considered as representing information. 



ar 


ojLit 


de 


Signal 


es 


senal 


it 


segnale 


ja 


ft^y 


pl 


sygnai 


Pt 


sinal 


sv 


signal 



101-12-03 donnees 

(ISO/IEC 2382-1 Representation reinterpretable d'une information sous une forme conventionnelle convenant a la 

- 01 .01 .02) communication, a l'interpretation ou au traitement. 
(701-01-11 MOD) 

data 

Reinterpretable representation of information in a formalized manner suitable for communication, 
interpretation, or processing. 



ar 


(oliLj 


dc 


Daten 


es 


datos 


it 


dati 


ja 


T-9 


Pi 


dane 


Pt 


dados 


sv 


data 



20 



IS 1885 (Part 72): 2008 
IEC 60050-101 : 1998 

101-12-04 code 

(701-03-07 MOD) Ensemble dc regies definissant une correspondance biunivoque entrc des informations el leur 
(702 05- 1 1 MOD) representation par des caracteres, des symboles ou des elements de signal. 

code 

Set of rules defining a one-to-one correspondence between information and its representation by 
characters, symbols or signal elements. 





ar 


JU" 




de 


Code 




es 


codigo 




it 


codice 




ja 


3- K 




Pi 


kod 




Pt 


codigo 




sv 


kod 


101-12-05 


anali 


igique 



Qualifie la representation d'informations au moyen d'une grandeur physique susceptible h tout instant 
d'un intervalle de temps continu de prendre une quelconque des valeurs d'un intervalle continu de valeurs. 
Note. - La grandeur consideree peut, par exemple, suivre de facon continue les valeurs d'une autre 
grandeur physique reprcsentant des informations. 

analogue 

analog (US) 

Pertaining to the representation of information by means of a physical quantity which may at any instant 

within a continuous time interval assume any value within a continuous interval of values. 

Note. - The quantity considered may, for example, follow continuously the values of another physical 
quantity representing information. 





ar 


>Li* 




de 


analog 




es 


analogico 




it 


analogico 




ja 


TtD/ 




Pi 


analogowy 




Pt 


analogico 




sv 


analog 


101-12-06 


valeur discrete 




L'une 


des valeurs d'un ensemble denombrable de valeurs qu'une grandeur peut prendre. 




discrete value 




One value in a countable set of values that a quantity may take. 




ar 


( 4by?fl".,» jl) "iijicjt *uJ» 




de 


diskreter Wert 




es 


valor discrete 




it 


valore discrete 




ja 


»ftffi 




Pi 


wartosc dyskretna 




Pt 


valor discrete 




sv 


diskret varde 



101-12-07 numerique 

Qualifie la representation d'informations par des etats distincts ou des valeurs discretes. 

digital 

Pertaining to the representation of information by distinct states or discrete values. 

ar if*J 

de digital 

es digital 

it numerate; digitate 

ja -r -f : J 9 )V 

pi cyfrowy 

pt digital; numerico 

sv digital 
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101-12-08 hybride (pour la representation d'informations) 

Qui combine representation analogique et representation numerique des informations. 

hybrid (for representation of information) 

Pertaining to a combination of analogue and digital representation of information. 

ar L&** 

dc hybrid (beziiglich der Darstellung von Information) 

es hibrido (para la representation de information) 

it ibrido 

ja /^yij -j k (mnzmm-tztzibcD) 

pi hybrydowy 

pt hibrido (para a represcntacao de informacao) 

sv hybrid 

101-12-09 logique 

Qualifie une transformation determinee d'un nombre fini de variables d'entree a valeurs discretes en un 
nombre.fini de variables de sortie a valeurs discretes. 

logic 

Pertaining to a defined transformation of a finite number of inputs with discrete values to a finite number 
of outputs with discrete values. 



ar 


jJa^i 


de 


logisch 


es 


logica 


it 


logico 


ja 


mm 


Pi 


logiczny 


Pt 


logico 


sv 


logik 



22 



IS 1885 (Part 72): 2008 
IEC 60050-101 : 1998 

SECTION 101-13 - DISTRIBUTIONS ET TRANSFORMATIONS INTEGRALES 
SECTION 101-13 - DISTRIBUTIONS AND INTEGRAL TRANSFORMATIONS 



101-13-01 distribution 

Fonctionnellc lincairc continue qui associc un nombrc reel ou complexe a toute fonction de variable 
reelle ou complexe appartenant a la classc des fonctions indefiniment derivables nulles en dehors d'un 
intervallc ou domainc borne. 

Notes I. - La definition provicnt dc l'ouvrage original dc Laurent Schwartz. Le terme « fonctionnelle » 
designe une fonction associant un nombre a une fonction de variable reelle ou complexe. 
2. - Une fonction D(x) peut etre consideree comme une distribution D associant a une fonction 
fix) la valeur 

too 



D(f)= JD(x)f(x)d. 



si cette intcgralc cxiste. 
3. - La derivec d'une distribution D est un autre distribution D' defmie pour toute fonction fix) 
par D'(f) = -D(d/7<Lc). 

distribution 

Continuous linear functional which assigns a real or complex number to any function of a real or complex 
variable in the class of infinitely differentiable functions vanishing outside a bounded interval or domain. 
Notes 1. - The definition is derived from the original work by Laurent Schwartz. The term "functional" 
designates a function assigning a number to a function of real or complex variable. 

2. - A function D(x) can be considered as a distribution D assigning to a function /(.*) the value 

+oo 

D(f)= ^D(x)f(x)dx 

if this integral exists. 

3. - The derivative of a distribution D is another distribution D' defined for any function fix) by 

D'(f) = -D(.df/dx). 



ar 


&jy 


dc 


Distribution 


es 


distribucion 


it 


distribuzione 


ja 


ftG 


pl 


dystrybucja 


Pt 


distribuicao 


sv 


distribution 
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101-13-02 (fonction) echelon unite (symbole : e(x) ) 

fonction de Heaviside 

Fonction nulle pour toute valeur negative de la variable independante et egale a l'unite pour toute valeur 
positive. 

Notes I. - e(x-xq) represente un echelon unite a la valeur xq de la variable independante x. 

2. - La notation H(jc) est aussi utilisee. La notation fl(0 est utilisee pour la fonction echelon 
unite du temps. La notation T(x) a aussi ete utilisee. 

unit step function (symbol: £.(x) ) 
Heaviside function 

Function, zero for all negative values of the independent variable and equal to unity for all positive 
values. 

Notes 1. - e(x-xq) denotes a unit step at the value xq of the independent variable x. 

2. - Notation H(x) is also used. Notation O<0 is used for the unit step function of time. 
Notation Y(jc) has also been used. 



ar 



( s{x) : y)\ ) S-L>-I^Jl SjJaii-i 4Jb ; ±>\~~Ju* iJb 
de Einheits-Sprungfunktion; Heaviside-Funktion 
es (funcion) escalon unidad (sfmbolo: G(x )); funcion de Heaviside 

it funzione gradino unitario; gradino unitario; funzione di Heaviside 

ja m&7.T-y7W& (£ft: e (x) ) ; ^eiM KM® 

pi skok jednostkowy Heaviside'a; funkcja Heaviside'a 

pt degrau unitario; funcao de Heaviside 

sv Heavisides stegfunktion 

101-13-03 echelon unite generalise 

Fonction egale a une constante pour toute valeur negative de la variable independante et egale a cette 
constante augmentee d'une unite pour toute valeur positive. 

Note. - c + £(x), oil c est une constante et e(jc) est la fonction echelon unite, represente un echelon unite 
generalise. 

general unit step function 

Function having a constant value for all negative values of the independent variable and a value increased 
by one unit for all positive values. 

Note. - c + e(jf) denotes a general unit step function where c is a constant and e(jc) is the unit step 
function. 



ar 



^UJl iJ^-\J\ ij^.\ *Jb 

de allgemeine Einheits-Sprungfunktion 

es escalon unidad generalizado 

it gradino unitario generalizzato 

ja -USSMiXx^MS 

pi skok jednostkowy 

pt degrau unitario generalizado 

sv generell enhetsstegsfunktion 

101-13-04 rampe unite 

Fonction continue nulle pour toute valeur negative de la variable independante et croissant lineairement 
avec une pente egale a un pour les valeurs positives de la variable independante. 

Note. - La rampe unite peut etre representee par x e(x), ou e(x) est la fonction echelon unite\ 

unit ramp 

Continuous function, zero for all negative values of the independent variable and increasing linearly with 
a slope equal to one for positive values of the independent variable. 

Note. - The unit ramp may be denoted x z(x), where £(x) is the unit step function. 



ar 


JSA\ aJL»-^ 


de 


linearer Anstiegsvorgang 


es 


rampa unidad 


it 


rampa unitaria 


ja 


m&«£r 


Pi 


nachylenie jednostkowe 


Pt 


rampa unitaria 


sv 


enhetsramp 
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101-13-05 signum (syrnbole : sgn) 

f onction signe 

Fonction d'une variable reelle ayant la valeur -1 pour toute valeur negative de la variable, +1 pour toute 
valeur positive et lorsque la variable est nulle. 

signum (symbol: sgn) 

Function of a real variable equal to -1 for all negative values of the variable, +1 for all positive values 

and for the zero value. 

ar ( Sgn : y)\ ) Sjli'i/l iJb 

de Signum 

es (funcion) signo (sfmbolo: sgn) 

it segno; funzione segno 

ja i/f-i-L. 

pi funkcja signum 

pi signum; funcao sinal 

sv signum 

101-13-06 distribution de Dirac (syrnbole : 8) 

impulsion unite 
percussion unite 

Distribution associant a toute fonction fix), continue pour x = 0, la valeur j{0). 

Notes 1. - La distribution de Dirac peut etre consideree comme la limite d'une fonction nulle en dehors 

d'un petit intervalle contenant l'origine, positive dans cet inteTvalle, et dont l'integrale reste 

egale a l'unite lorsque cet intervalle tend vers zero. 

2. - La distribution dc Dirac est la derivee de la fonction echelon unite consideree comme une 

distribution. 

3. - La distribution de Dirac peut etre definie pour toute valeur xq de la variable x. La notation 

usuelle est : 



/(*o)= j8U-* )/(x)djc 



Dirac function (symbol: 5) 

unit pulse 

unit impulse (US) 

Distribution 5 assigning to any function fix), continuous for x = 0, the value /(0). 

Notes I. - The Dirac function can be considered as the limit of a positive function, equal to zero 

outside a small interval containing the origin, and the integral of which remains equal to 

unity when this interval tends to zero. 

2. - The Dirac function is the derivative of the unit step function considered as a distribution. 

3. - The Dirac function can be defined for any value x$ of the variable x. The usual notation is: 



f(x Q )= J8(x-x )f(x)dx 



de 5-Distribution; Dirac Distribution; idealer Einheitsstof] 

es funcion de Dirac (sfmbolo: 5); impulso unidad 

it distribuzione di Dirac; impulso unitario 

pi funkeja Diraca; impuls Diraca; impuls elementarny 

pt impulso unitario; distribuicao de Dirac; funcao de Dirac 

sv Diracs deltafunktion 



ar 



ja 
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101-13-07 doublet unite (symbole : 5') 

Distribution qui est la derivee de la distribution de Dirac. 

Note. - Le doublet unite permet d'exprimer la valeur pour xq de la derivee d'une fonction J{x) derivable 
pour x = xq : 



f'(*o) =~ J 5 ' (-* - x )f(x)dx 



unit doublet (symbol: 8') 

Distribution being the derivative of the Dirac function. 

Note. - The unit doublet can be used to express the value for xq of the derivative of a function J{x) 
differentiable at xq: 



/'(x ) =-j6'(x-x )/(x)djc 





ar 


(£ v : y)\) i^j^a^j 




de 


Ableitung der 5-Distribution; idealer Einheits-Wechselstou 




es 


doblete unidad (sfmbolo: 5') 




it 


doppietto unitario 




ja 


mvL^y^v h 




Pi 


dipuls 




Pt 


doblete unitario 




sv 


enhetsdublett 


101-13-08 


serie 


de Fourier 



Representation d'une fonction periodique par la sommc d'une constante, egale a la valeur moyenne de la 
fonction, et dune serie de termes sinusoidaux dont lcs frequences sont des multiples de la frequence de la 
fonction. 

Fourier series 

Representation of a periodic function by the sum of its mean value and a series of sinusoidal terms the 
frequencies of which are integral multiples of the frequency of the function. 





ar 


jj i *5 41**Jmm1a 




de 


Fourier-Reihe 




es 


serie de Fourier 




it 


serie di Fourier 




ja 


7 - U x&& 




pl 


szereg Fouriera 




Pt 


serie de Fourier 




sv 


Fourier-serie 


101-13-09 


transformee de Fourier 



Pour unc fonction reclle ou complexe/fr) de la variable reelle /, fonction complexc FQoi) de la variable 
reellc co, donnce par la transformation intcgrale 



F(jO))= \f(t)e-J<*idt 



Note. - La variable ft) represente la pulsation. 

Fourier transform 

For a real or complex function j{t) of the real variable t, complex function F(j(D) of the real variable cd, 
given by the integral transformation 



F(jw)= J/(r)e-J««dr 



Note. - The variable ft) represents angular frequency. 

ar J-J? JiJ^ 

de Fourier-Transformierte 

es transformada de Fourier 

it trasformata di Fourier 

ja 7 - 'J i£& 

pl transforms ta Fouriera 

pt transformada de Fourier 

sv Fourier-transform 26 
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101-13-10 transformee inverse de Fourier 

Representation d'une fonciion reellc ou complexe/!,/) de la variable reelle / par la transformation integrale 



/(0 = — (V(y<»)eJ«"daj 

2ji J 



ou F(](o) est la transformee de Fourier de la fonction. 

inverse Fourier transform 

Representation of a real or complex function /(f) of the real variable / by the integral transformation 



-t-oo 

f{t) = ~ |V0"a>)eJ«"dfi) 

Z7T, J 



2n 
where F(ja>) is the Fourier transform of the function. 

ar gr"^ jij> J^ 

de Fourierintegral; inverse Fourier-Transformierte; Originalfunktion der Fourier-Transformierten 

es transformada inversa de Fourier 

it trasformata inversa di Fourier 

ja 7-'Jxi££& 

pi transformata Fouriera odwrotna 

pt transformada inversa de Fourier 

sv invers Fourier-transform 

101-13-11 transformee de Laplace 

Pour une fonction reelle ou complcxe J[t) de la variable reelle /, fonction F(s) de la variable complexe s, 
donnee par la transformation integrale 



/T(j) = [f(t)cStdt 




Note. - La variable s represente la pulsation complexe. 

Laplace transform 

For a real or complex function /(/) of the real variable /, function F(s) of a complex variable * given by the 
integral transformation 



F(s)= J/(r)e-*fd/ 




Note, - The variable s represents the complex angular frequency. 

de Laplace-Transformierte 

es transformada de Laplace 

it trasformata di Laplace 

ja ^^Xlft 

pi transformata Laplace' a 

pt transformada de Laplace 

sv Laplace-transform 
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101-13-12 transformee inverse de Laplace 

integrate de Mellin-Fourier 

Representation d'une fonction reelle ou complexc/t./) de la variable reelle / par la transformation int»' jc 

o+j- 

/(*) = — ff(5)c*'d5 

O-joo 

ou F(s) est la transformee de Laplace de la fonction et ou a est superieur ou egal a l'ab^cisse de 
convergence de F(s). 

inverse Laplace transform 

Representation of a real or complex function^/) of the real variable t by the integral transformation 

c+j°° 

2;rj J 

(J-joo 

where F(s) is the Laplace transform of the function and where a is greater or equal to the abscissa of 
convergence of F(s). 

dc inverse Laplace-Transformierte; Originalfunktion der Laplace-Transformierten 
es transformada inversa de Laplace; integral de Mellin-Fourier 

it trasformata inversa di Laplace 

ja ?7?X&m.& 

pi transFormata Laplace'a odwrotna; calka Mellina-Fouriera 

pt transformada inversa de Laplace 

sv in vers Laplace-transform 

101-13-13 transformee en Z 

Pour une foncdon r6e\\efin) d'une variable entiere n, fonction F(z) d'une variable complexe z, donnee par 

*"(«)= I/(")z~" 

Z-transform 

For a real function fin) of a variable integer n, function F(z) of a complex variable z given by 







F(z) = 


I/(")z" n 

n=0 


ar 


z-j^ 






de 


Z-Transformierte 






es 


transformada Z 






it 


trasformata Z 






ja 


Z£& 






Pi 


transformata Z 






Pt 


transformada em z 






sv 


Z-transform 
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SECTION 101-14 - GRANDEURS DEPENDANT D'UNE VARIABLE 
SECTION 101-14 - QUANTITIES DEPENDENT ON A VARIABLE 



101-14-01 regime etabli 

regime permanent 

Etat d'un systeme physique dans lequel les caracteristiques pertinentes restent constantes dans le temps. 

steady state 

State of a physical system in which the relevant characteristics remain constant with time. 

ar jl^**' «k»- 

de stationarer Zustand; Beharrungszustand 

es regimen permanente 

it regime stazionario 

ja £srt*«g 

pi stan ustalony 

pt regime permanente; estado estabelecido 

sv stationart tillstand 

101-14-02 transitoire (adjectif et nom) 

(702-07-78 MOD) Se dit dun phenomene ou d'une grandeur qui passe d'un regime etabli a un autre regime etabli consecutif. 
(161-02-01 MOD) 

transient (adjective and noun) 

Pertaining to or designating a phenomenon or quantity which passes from one steady state to another 

consecutive steady state. 





ar 


( p~,\ J ii*tf ) jyS- <j\ j>\* 




de 


transient; Ubergangs 




es 


transitorio (adjetivo y nombre) 




it 


transitorio 




ja 


«& m u 




pl 


nieustalony; przejsciowy 




pt 


transitorio (adjectivo e substantivo); transiente 




sv 


transient 


-14-03 


oscillant 



Alternativement croissant et decroissant. 

oscillating 

Alternately increasing and decreasing. 

ar t_->JkjJU* 

de oszillierend; schwingend 

es oscilante 

it oscillatorio 

ja Hfift3tt 

pl oscylujacy; drgajacy 

pt oscilante 

sv svangande; oscillcrandc 

101-14-04 oscillation 

(702-02-01 MOD) Phenomene physique caracterise par une ou plusicurs grandeurs alternativement croissantes et decroissantes. 
Note. - Le terme oscillation designe aussi un cycle d'un tel phenomene. 

oscillation 

Physical phenomenon characterized by one or more alternately increasing and decreasing quantities. 
Note. - The term oscillation is also used to designate one cycle of the phenomenon. 



ar 


( <*JL;S jl ) «_>JjJLT 


de 


Schwingung 


es 


oscilarion 


it 


oscillazione 


ja 


mm 


Pl 


oscylacje; drganie 


Pt 


oscilacao 


sv 


svangning 
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101-14-05 aperiodique 

Qualifie un passage non-oscillant d'un regime ctabli a un autre. 

aperiodic 

Pertaining to a non-oscillating change from one steady state to another. 





ar 


<SjJ^ 




de 


aperiodisch 




es 


aperiodico 




it 


aperiodico 




ja 


*SXRtttt 




Pi 


aperiodyczny; nieokresowy 




Pi 


aperiodico 




sv 


aperiodisk 


101-14-06 


peril 


Mlique 



Qui se reproduit identiquement pour des valeurs en progression arithm6tique de la variable independante. 

periodic 

Identically recurring at equal intervals of the independent variable. 





ar 


&J3> 




de 


period! sch 




es 


periodico 




it 


periodico 




ja 


mmmn 




Pi 


periodyczny; okresowy 




Pi 


periodico 




sv 


periodisk 


-14-07 


peri< 


»de 



Difference minimale entre deux valeurs de la variable independante pour lesquelles se reproduisent 

identiquement les valeurs d'unc grandeur periodique. 

Note. - Le symbole Test utilise pour representcr la periode lorsque la variable independante est le temps. 

period 

Smallest difference between two values of the independent variable at which the values of a periodic 

quantity are identically repeated. 

Note. - The symbol 7* is used for the period when the independent variable is time. 

ar ijj* 

de Periode; Periodendauer; Periodenlange 

es periodo 

it periodo 



ja 

pi ok res 

pt periodo 

sv svangningstid; period 

101-14-08 frequence (symbole :f) 

Inverse de la periode. 
Note. - Le symbole/est utilise principal ement lorsque la periode est un temps. 

frequency (symbol:/) 

The reciprocal of the period. 

Note. - The symbol /is mainly used when the period is a time. 



ar 



(f: yjl)»j 

de Frequenz 

es frecuencia (sfmbolo:y) 

it frequenza 

ja S&& 

pi czestotliwosc 

pt frequencia 

sv frekvens 
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101-14-09 synchrone 

(702 -04 -17 MOD) Qualific chacun de deux phcnomcncs variables dans le temps, de deux trames temporelles ou de deux 
signaux dont les instants significaiifs homologues sont tous simultancs ou separes par des intervalles de 
temps de duree pratiquement eonstante. 

synchronous 

Qualifying two time-varying phenomena, time scales or signals characterized by corresponding significant 
nstants which are simultaneous or separated by time intervals of a substantially constant duration. 



ar 
de 
es 
it 

ja 
Pi 



synchron 

sincrono 

sincrono 

synchroniczny 

sincrono 

synkron 



101-14-10 valeur instantanee 

Valeur, a un instant donnc, d'unc grandeur variable dans le temps. 

instantaneous value 

The value, at a given instant, of a time-dependent quantity. 



ar 
dc 
cs 
it 

ja 
pl 
Pi 
sv 



Augenblickswert; Momentanwert 
valor instantaneo 
valore istantaneo 



wartosc ustalona 
valor instantaneo 
momentanvarde 



101-14-11 valeur de crete 

Valeur maximalc d'unc grandeur dans un intcrvalle de temps specifie. 

Note. - Dans le cas d'une grandeur pcriodiquc, l'inlervalle de temps a une duree egale a la periode. 

peak value 

Maximum value of a quantity during a specified time interval. 

Note. - For a periodic quantity, the time interval has a duration equal to the period. 

(<ui) oj&fr i^J 

Maximalwert; Spitzenwert 

valor de cresta; valor de pico 

valore di cresta; valore di picco 

t°-?fi 

wartosc szczytowa 

valor de pico 

toppvarde 



ar 

dc 
cs 
it 

ja 
Pl 
Pt 
sv 



101-14-12 



valeur de creux 

Valeur minimale d'unc grandeur dans un intcrvalle de temps specifie. 

Noie. - Dans 1c cas d'unc grandeur periodique, l'inlervalle de temps a une duree egale a la periode. 

valley value 

Minimum value of a quantity during a specified time interval. 

Note. - For a periodic quantity, the time interval has a duration equal to the period. 

de Minimalwert; Talwert 

es valor de valle 

it valore di picco negativo 

ja ft®® 

pl wartosc siodlowa 

pt valor de cava 

sv dalvarde 
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101-14-13 valeur de crete a creux 

valeur de crete a crete (tcrmc desuet) 

Difference entre les valeurs de crete et de creux dans lc meme intervalle de temps specifie. 

Note. - Dans le cas d'unc grandeur periodiquc, l'intervalle de temps a une duree egale a la periode. 

peak-to- valley value 

peak-to-peak value (obsolete) 

Difference between peak and valley values during the same specified time interval. 

Note. - For a periodic quantity, the time interval has a duration equal to the period. 

de Schwingungsbreite; Schveankung; Spitze-Tal-Wert 

es valor de cresta a valle 

it valore picco-picco 

ja t?-?t:-? 

pi wartosc szczytowo-siodlowa; wartosc miedzyszczytowa (termin nie zalecany w tym sensie) 

pt valor de pico a cava; valor de pico a pico (obsoleto) 

sv topp-till-dalvarde 

101-14-14 (valeur) moyenne 

(valeur) moyenne arithmetique 

1 ) Pour n grandeurs xi,x 2 , ... x„, quotient de la somme des grandeurs par n : 

X =— (xj +x 2 + ... +x n ) 
n 

2) Pour une grandeur dependant d'une variable, quotient de l'intdgrale de la grandeur entre deux valeurs 
donnees de cette variable par la difference des deux valeurs : 

_ h 

X = fjc(f)dr 

h 
Notes 1. - Dans le cas d'une grandeur periodique, rintervalle d'intdgration comprend un nombre entier 
de periodes. 

2. - La valeur moyenne de la grandeur X est representee par X , par (X) ou par X & . 

mean (value) 
(arithmetical) mean 
(arithmetical) average 

1) For n quantities x\, x 2 , ... x n , quotient of the sum of the quantities by n: 

X =— (jcj +x 2 + ... + x n ) 
n 

2) For a quantity depending on a variable, integral of the quantity taken between two given values of the 
variable, divided by the difference of the two values: 

h 

TT 1 



X = \x(t)dt 



\ 



Notes 1. - For a periodic quantity, the integration interval comprises an integral number of periods. 
2. - The mean value of the quantity X may be denoted by X , by (X) or by X a . 



iia-v yA ioJi ; <_jl~->- Ja~< y* jl 



ar 

de (arithmetischer) Mittelwert 

es valor medio; media; valor medio aritmetico; media aritmetica 

it valor medio; media (aritmetica) 

ja ¥*3 (fit) 

pi srednia arytmetyczna; (wartosc) srednia 

pt valor medio; media (aritmetica) 

sv aritmetiskt medelvarde 
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101-14-15 (valeur) moyenne quadratique (indice : q) 

1 ) Pour n grandeurs x u x 2 , ... x„, racine carree positive de la valeur moyenne de leurs carres 



X q = 



1 



-il/2 



<x\ + xl+---+xl) 



2) Pour une grandeur x fonction de la variable t, racine carree positive de la valeur moyenne du carre de 
la grandeur prise sur un intervalle donne de la variable : 

-il/2 



i,i+r 



\ Jlxof 



df 



Note. - Dans le cas dune grandeur penodique, l'intervalle d'integration comprend un nombre entier de 
periodes. 

root-mean-square value (1) (subscript: q) 
rms value ( 1 ) 
quadratic value 

1 ) For n quantities x u x 2 , ... x n , positive square root of the mean value of their squares: 

1 1/2 



* q = 



La 



n 



Uf + *£+■■•+*;[) 



2) For a quantity x depending on a variable t, positive square root of the mean value of the square of the 
quantity taken over a given interval of the variable: 

il/2 

tn+T 
Jj_ 

T 



J[*e>] ! 



df 



Note. - For a periodic quantity, the integration interval comprises an integral number of periods. 

ar (\) 4mja oLS' i-, jd ^u,^\ jJJr\ ( q : JJjJI) ; 4j[£ a*-» 

de quadratischer Mittelwert 

es valor medio cuadratico (subindicc: q) 

it valore medio quadratico; media quadratica 

ja ~m*%)m 

pi srednia kwadratowa 

pt valor quadratico medio; media quadratica 

sv kvadratiskt medelvarde 



101-14-16 valeur efficace 

Pour une grandeur dependant du temps, racine carree positive de la valeur moyenne du carre de la 
grandeur sur un intervalle dc temps donnc. 

Notes I. - Dans lc cas dune grandeur periodiquc, l'intervalle de temps comprend un nombre entier de 
periodes. 

2. - Pour une grandeur sinusoi'dale a(t) = A m cos (ft) t + i^,), la valeur efficace est A = A J V? . 

root-mean-square value (2) 
rms value (2) 
effective value 

For a time -dependent quantity, positive square root of the mean value of the square of the quantity taken 
over a given time interval. 

Notes 1. - For a periodic quantity, the lime interval comprises an integral number of periods. 
2. - For a sinusoidal quantity a(t) = A m cos (ft) t + i%) , the rms value is A = A J -Jl. . 

(Y) 4*jjA cjL-o lz~»yi. ^^jj^\ jX^A ; aJIjis <u-s 

Effektivwert 
valor eflcaz 
valore efficace 



ar 
de 
es 

it 
ja 
pl 
Pt 
sv 



wartosc skuteczna 
valor eflcaz 
effektivvarde 
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101-14-17 (valeur) moyenne geometrique (indice :,g) 

1 ) Pour n grandeurs positives x^,x 2 , ... x n , racine n-ieme positive de leur produit : 

X g = Ui*r-.-* n ) 1/n 

2) Pour une grandeur x fonction de la variable t, grandeur X g determinee a partir des valeurs de la 
grandeur x{t) par 1'expression 

, X E 1 f, x{t) J 
x ref I J *ref 

oil x Te { est une valeur de reference. 

Note. - Dans le cas d'une grandeur periodique, 1'intervalle d'integration comprend un nombre entier de 
periodes. 

geometric average (subscript: g) 
logarithmic average 
geometric mean value 

1 ) For n positive quantities x x ,x 2 , ... x n , positive nth root of their product: 

X g = (jc,-jc 2 -...-x 11 )i'» 

2) For a quantity x depending on a variable /, quantity X g calculated from the values of the given 
quantity by the expression 

x g _ i r, *(») 



!og— - = = M°g- 
Jt„ f TJ 



■dt 



l ref TJ *ref 
where x^ is a reference value. 
Note. - For a periodic quantity, the integration interval comprises an integral number of periods. 

de geometrischer Mittelwert 

es media geometrica; valor medio geometrico (subfndice: g) 

it media geometrica; valore medio geometrico 

ja mmw-xj 

p] srednia geometry czna 

pt valor medio geometrico; media geometrica 

sv geometrikt medelvarde 

101-14-18 (valeur) moyenne harmonique (indice : h) 

1 ) Pour n grandeurs x\,x 2 , ■■■ x n , inverse de la valeur moyenne de leurs inverses : 

1 11 1 1 

= — (— + — +... + — ) 

X h n x x x 2 x n 

2) Pour une grandeur x fonction de la variable t, grandeur A'h definie comme l'inverse de la valeur 
moyenne de l'inverse dc la grandeur donnee : 

T 

1 ] r i ^ 

x h rJ*(o 

Note. - Dans le cas d'une grandeur periodique, 1'intervalle d'integration comprend un nombre entier de periodes. 

harmonic average (subscript: h) 
inverse average 
harmonic mean value 

1 ) For n quantities x\, x 2 , ... x„, reciprocal of the mean value of their reciprocals: 

1 11 1 1 
= _(_ + — +...+ — ) 

X h n X\ x 2 x n 

2) For a quantity jc depending on a variable (, quantity X h defined by the reciprocal of the mean value of 
the reciprocal of the given quantity: 

T 

J-=ifJ-d, 

X„ 7-Jjtd) 

Note. - For a periodic quantity, the integration interval comprises an integral number of periods. 

( h "• j*Jh ) i e**\y ^-y^: (C-*^ J*-*>-» : M*'y ila^ji* A*-* 

de harmonischer Mittelwert 

es valor medio armonico (subfndice: h); media armonica 

it media armonica; valore medio armonico 

ja wm^-n 

pi srednia harmoniczna 

pt valor medio harmonico; media harmonica 

sv harmoniskt medelvarde 
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101-14-19 oscillation amortie 

Oscillation dans laquelle les valeurs de crete a creux successives decroissent. 

damped oscillation 

Oscillation whose successive peak-to-valley values decrease. 





ar 


SifLjai* SjJbi 




de 


gedampfte Schwingung 




es 


oscilacion amortiguada 




it 


oscillazione smorzata 




ja 


UMUKb 




Pi 


drganie thimione 




Pt 


oscilacao amortecida 




sv 


dampad svangning 


101-14-20 


coefficient d'amortissement (sy 



Grandeur S dans l'expression A e~ s ' J{t) d'une oscillation amortie exponentiellement, ou fit) est une 
fonction periodique. 

damping coefficient (symbol: S) 

Quantity 5 in the expression A er&fLi) of an exponentially damped oscillation, where /(/) is a periodic function. 



ar 



(d: yj\) J.'U=li J*l~ 

de Abklingkoeffizient 

es coeficiente de amortiguamiento (simbolo: 6) 

it coefficiente di smorzamento 

ja &H&& (E^t : 5) 

pi wspdiczynnik ttumienia 

pi coeficiente de amortecimento 

sv dampningskoefficient 

101-14-21 oscillation forcee 

Oscillation imposee dans un systeme physique par une action exterieure. 

forced oscillation 

Oscillation produced in a physical system by an external excitation. 



de erzwungene Schwingung 

es oscilacion forzada 

it oscillazione forzata 



ar 



pi drganie wymuszone 

pt oscilacao forcada 

sv patvingad svangning 

101-14-22 oscillation libre 

Oscillation dans un systeme physique lorsque l'apport d'energie exteneure a cesse. 

free oscillation 

Oscillation in a physical system when the supply of external energy has been removed. 



ar 



de freie Schwingung 

es oscilacion libre 

it oscillazione libera 

ja @&$g$) 

pi drganie swobodne; drganie wlasne 

pt oscilacao livre 

sv fri svangning 
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101-14-23 resonance 

Phenomene se produisant dans un systeme physique lorsque la periode d'une oscillation forcee est telle 
que la grandeur caracteristique de Voscillation ou sa derivde par rapport au temps passe par un extremum. 
Note. - A la resonance, la periode de l'oscillation forcee est souvent voisine de celle dune oscillation 
libre. 

resonance 

Phenomenon occurring in an physical system when the period of a forced oscillation is such that the 

characteristic quantity of the oscillation or its time derivative reaches an extremum. 

Note. - At resonance, the period of the forced oscillation is often close to that of a free oscillation. 

ar UVj 

de Resonanz 

es resonancia 

it risonanza 

ja &1S 

pi rezonans 

pt ressonancia 

sv resonans 

101-14-24 cycle 

Ensemble des etats ou des valeurs par lesquels un phenomene ou une grandeur passe dans un OTdre 
determine, qui peut etre repete. 

cycle 

Set of states or of values through which a phenomenon or a quantity passes in a given repeatable order. 

ar °jj^ 

dc Zyklus 

es ciclo 

it ciclo 

ja "fUb 

pi cykl 

pt ciclo 

sv cykel 

101-14-25 oscillation de relaxation 

Oscillation dont chaque cycle rcsultc d'une accumulation lente d'energie dans un element dun systeme 
physique, suivie du transfer! brusque dc cettc energie dans un autre element ou de sa dissipation. 

relaxation oscillation 

Oscillation in which every cycle is the result of energy being accumulated slowly in one element of a 
physical system, then transferred rapidly to another one or dissipated. 



ar 



dc Relaxationsschwingung 

cs oscilacion de relajacion 

it oscillazione di rilassamento 

pi drganie relaksacyjne 

pt oscilacao de relaxacao 

sv vippsvangning 

101-14-26 impulsion 

( 1 6 1 -02 02 MOD) Variation d'une grandeur physique consutuee par un passage d'une valeur a une autre suivi immediatement 
(702-03-01 MOD) ou apres un certain intervalle de temps d'un retour a la valeur initiale. 

Note. - Dans certaines applications, la duree de l'impulsion est courte par rapport aux autres durees 
caracteristiques. 

pulse 

Variation of a physical quantity where a transition from one value to another is followed immediately or 
after some lime interval by a return to the initial value. 

Note. - In some applications, the duration of the pulse is short in comparison to the other characteristic 
durations. 



ar 


•W^aJ 


de 


Impuls 


es 


impulso 


it 


impulso 


ja 


/OUX 


pl 


impuls 


Pt 


impulso 


sv 


puis 
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101-14-27 train (['impulsions 

(702-03-1 1 MOD) Suite reguliere compulsions semblables en nombre fini. 

pulse train 

Regular sequence of a finite number of similar pulses. 



ar 



de Impulsfolge 
es tren de impulsos 

it treno di impulsi 

ja /<;ux?ij 

pi ciag impulsow 

pi trem de impulsos 

sv pulstag 

101-14-28 grandeur impulsionnelle 

Grandeur constitute d'une suite reguliere d'impulsions semblables. 

pulsed quantity 

Quantity made from a regular sequence of similar pulses. 





ar 


^ "/**;* 4^a3 




de 


gepulste Grofte 




es 


magnitud pulsada 




it 


grandezza impulsiva 




ja 


'<hx.fL 




pi 


wielkosc impulsow a 




Pt 


grandeza impulsional 




sv 


pulsad storhet 


-14-29 


alternatif 



Qualifie une grandeur periodique de valeur moyenne nulle. 

alternating 

Pertaining to a periodic quantity of zero mean value. 





ar 
de 


Wechsel 




es 


alterna 




it 


alternato 




ja 


£M® 




Pi 
Pt 


przemienny 
alternado 




sv 


vaxel- 


-14-30 


grar 


ldeur (alternati 



Grandeur alternative dont les valeurs separees d'une demi-periode sont egales et de signes opposes : 

T 
F(x-\ — ) = -F (x), ou Testlapeiiode. 

symmetrical (alternating) quantity 

Alternating quantity in which points one half a period apart have equal values and opposite signs: 

T 

F(x-\ — ) = — F(x), where T is the period. 



ar 



de symmetrische WechselgroBe 

es magnitud (alterna) simetrica 

it grandezza (alternata) simmetrica 

ja im <£tt) ft 

pi wielkosc (przemienna) symetryczna 

pt grandeza ( alter nada) simetrica 

sv symmetrisk vaxelstorhet 
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101-14-31 



Qualifie une grandeur periodique de valeur moyenne non nulle. 

pulsating 

Pertaining to a periodic quantity of non-zero mean value. 

ar J^S* 

de Misch 

es pulsatoria 

it grandezza pulsante 

ja mmtz 

pi pulsujacy 

pt pulsatorio 

sv pulserande 

1 01 - 14-32 composante continue 

Valeur moyenne d'une grandeur periodique. 

direct component 

Mean value of a pulsating quantity. 

de Gleichanteil 

es componente eontinua 

it componente eontinua 

ja MMfoft 

pi sktadowa stala 

pt componente eontinua 

sv likkomponent 

101-14-33 composante alternative 

(161-02-25 MOD) ondulation 

Grandeur obtenue en retranchant d'une grandeur periodique sa composante continue. 

alternating component 
ripple content 

Quantity obtained by subtracting from a pulsating quantity its direct component. 

de Wechselanteil 

cs componente alterna; ondulacion; rizado 

it componente alternata; ondulazione 

ja 3tftEJ£fr 

pl skladowa przemienna 

pt componente alternada; ondulacao 

sv vaxelkomponent 

101-14-34 grandeur sinusoidalc 

Grandeur periodique alternative representee par le produit d'une constante reelle par unc fonction sinus 

ou cosinus dont l'argument est une fonction lineairc de la variable independante. 

Notes 1. - La constante reelle peut etre une grandeur scalaire, vectorielle ou tensorielle. 

2. - Des excmples sont a{t) = A m cos (ft) t + i%) en tant que fonction du temps t et a(x) = A m cos 
[k(x - xq)] en tant que fonction de la variable x. 

sinusoidal quantity 

Periodic alternating quantity represented by the product of a real constant and a sine or cosine function 
the argument of which is a linear function of the independent variable. 
Notes 1. - The real constant may be a scalar, vector or tensor quantity. 

2. - Examples are a(t) = A m cos {(Dt + ?%) as a function of time t and a(x) - A m cos \k-{x - x )] 
as a function of variable x. 

de sinusformige GroBe 

es magnitud sinusoidal 

it grandezza sinusoidale 

ja IE3£fi 

pi wielkosc sinusoidalna 

pi grandeza sinusoidal 

sv sinusformigt varierande storhet 
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101-14-35 amplitude 

Valeur de crctc d'une grandeur sinusoi'dale. 

Note. - Pour la grandeur A m cos (ft) t + fy,), l'amplitude est A m 

amplitude 

Peak value of a sinusoidal quantity. 

Note. - For the quantity A m cos (ft) t + $$), the amplitude is A r 



ar 

de Amplitude 

es amplitud 

it ampiezza 

ja fflft 

pi amplituda 

pt amplitude 

sv amplitud 

101-14-36 pulsation (symbole : ft)) 

Produit de la frequence d'une grandeur sinusoidale par le facteur 2n. 
Note. - Pour la grandeur A m cos (ft) t + d§), la pulsation est ft). 

angular frequency (symbol: ft)) 
pulsatance 

Product of the frequency of a sinusoidal quantity and the factor 2it. 

Note. - For the quantity A m cos (&> t + 1%,), the angular frequency is ft). 

ar (® : yj*)<fj>j»; 

de Kreisfrequenz; Pulsatanz 

es pulsacion (simbolo: ft)) 

it pulsazione; frequenza angolare 

ja ftm$t.& (SB# : o>) 

pi pulsacja; czestotliwosc katowa 

pt frequencia angular; pulsacao 

sv vinkelfrekvens 

101-14-37 pulsation complexe (symbole : s) 

Grandeur complexe s = o + jco associcc a une grandeur de la forme a(t) = A e CT ' cos (m t + 6$). 
Note. - Si o < 0, la grandeur 5 = -crest lc coefficient d'amortissement. 

complex angular frequency (symbol: s) 
complex pulsatance 

Complex quantity s = cr + j ft) associated with a quantity represented by a{t) =A e 17 ' cos (ft) r + ri^). 

/Vo(e. - If o< 0, the quantity 5 = -eris the damping coefficient. 



ar 



de komplexe Kreisfrequenz 

es pulsacion compleja (simbolo: 5) 

it pulsazione complessa; frequenza angolare complessa 

j a vmtnmim <£<§■ : s > 

pi pulsacja zespolona 

pt frequencia angular complexa; pulsacao complexa 

sv komplex vinkelfrekvens 
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101-14-38 phase (symbolc : fl) 

phase instantanee 

Argument dc la function cosinus dans la representation d'une grandeur sinusoidalc. 

Notes I. - Lc tcrmc « phase instantanee » n'est employe que lorsque la variable independante est lc 
temps. 

2. - Pour les grandeurs A m cos (co t + # ) ct A m cos [k- (x - jc )] la phase i? est respectivement 

egale a co i + z? ct a k- (x - x ). 

phase (symbol: t?) 
instantaneous phase 

Argument of the cosine function in the representation of a sinusoidal quantity. 

Notes I. - The term "instantaneous phase" is only used when the independent variable is time. 

2, - For the quantities A m cos (co t + $rj) and A m cos [k(x-x )] the phase i?is respectively equal 
to co i + t3q and to k- (x - jc ). 

dc Phasenwinkel; Augenblicksphase 

cs fase (si'mbolo: 0); fase instantanea 

it fase; fase istantanea 

ja fiffi (E^: 6) :&Wm 

pi faza; faza chwilowa 

pi fase; fase instantanea 

sv fas 

101-14-39 phase (a l')origine (symbolc : iSr) 

Valcur dc la phase d'une grandeur sinusoi'dalc pour la valeur zero de la variable independante. 
Note. - Pour les grandeurs A m cos (co 1 + i3q) et A m cos \h (x - x Q )] la phase a l'origine est respectivement 
egale a i^) et a -kx . 

initial phase (symbol: t%) 
phase angle 

Value of the phase of a sinusoidal quantity when the value of the independent variable is zero. 
Note. - For the quantities A m cos (co t + t3q) and A m cos [k- (x - jc )] the initial phase is respectively equal 
to t)q and to -kxQ. 

ar ( #o '-yJ^^J^J^'^J 

de Null phasenwinkel 

cs fase initial (si'mbolo: 9 a ) 

it fase iniziale 

ja fcjttffl (E^ : 6 ) ; ftfflft 

pi faza poczatkowa 

pt fase inicial; fase na origem 

sv begynnelsefas 

101-14-40 difference de phase (symbole : cp) 

dephasage 

Difference entre les phases a l'origine de deux grandeurs sinusoi'dales dc meme pcriode, ayec addition 
eventuclle d'un multiple de 2n, dc facon que cette difference soit superieure a -7t et inferieure ou egale a n. 

Note. - Pour les grandeurs A ' cos (co t + v) () ) et A" cos (co t + d" ) la difference de phase est cp- ■&! - 

0„ + 2tw, ou n est un entier, choisi de telle sorte que -n < <p < k. 

phase difference (symbol: <p) 

For two sinusoidal quantities of the same period, difference between the initial phases with possible 

addition of a multiple of 2rt so that the difference is greater than -n and not greater than ji. 

Note. - For the quantities A ' cos (co t + ?? ) and A' m cos (co t + 6" ) the phase difference is cp - r}" - 

f> + Inn, where n is an integer, chosen so that —n < cp < n. 

ar ( <P'- y) S ) ^j> J»^S^\ 

de Phasenverschiebungswinkel 

es diferencia de fase (si'mbolo: cp) 

it differenza di fase; sfasamento 



ja 



pi przesuniecie fazowe 

pt desfasagem; diferenca de fase 

sv fasdifferens 
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101-14-41 avance de phase 

Difference dc phase positive. 

(phase) lead 

Positive phase difference. 

( j>J1 ) c^J 

dc Phasenvoreilwinkel 

cs avance de fase; adelanto de fase 

il anticipo di fase 

ja Mb (tt«) 

pi wyprzedzenie fazowe 

pt avanco de fase 

sv positiv fasdifferens 

101-1 4-42 retard de phase 

Difference de phase negative. 

(phase) lag 

Ncgaiivc phase difference. 

ar ( J^ ) >t 

dc Phasennacheilwinkel 

es retardo de fase; retraso dc fase 

it ritardo di fase 

ja mix mm) 

pi opoznienie fazowe 

pt atraso de fase 

sv negativ fasdifferens 

101-14-43 en phase 

Qualific deux grandeurs sinusoidales de meme pcriode doni la difference de phase est nulle. 

in phase 

Pertaining to two sinusoidal quantities of the same period having zero phase difference. 

dc gleichphasig; in Phase 

cs en fase 

it in fase 

ja ffijffl© 

pi w fazie 

pt em fase 

sv i fas 

101-1 4-44 en quadrature 

Qualific deux grandeurs sinusoidales dc memc pcriode dont la difference dc phase est cgale a ±ji/2 
radians. 

in quadrature 

Pertaining to two sinusoidal quantities of the same period having a phase difference equal to ±kJ2 
radians. 



ar 



de in Quadratur 

cs en cuadratura 

it in quadratura 

ja Eft&ffi^© 

pi w kwadraturze 

pt em quadratura 

sv i tvarfas 
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101-14-45 en opposition 

Qualifie deux grandeurs sinusoidales de meme periode dont la difference de phase est egale a Jt radians. 

in opposition 

Pertaining to two sinusoidal quantities of the same period having a phase difference equal to n radians. 

de gegenphasig 

es en oposicion 

it in opposizione 

ja ififfi© 

pi w przeriwfazie 

pt em oposicao 

sv i motfas 

101-14-46 alternance positive 

Ensemble des valeurs instantanees positives d'une grandeur alternative pendant un intervalle de temps de 
duree egale a la periode. 

positive half-wave 

Set of instantaneous positive values of an alternating quantity which occur within a time interval having a 
duration equal to the period. 

ar S-*".^ <*-_^' iJu-aJ 

de positive Halbschwingung 

es alternancia positiva 

it semionda positiva 

ja m*m 

pi potfala dodatnia 

pt alternancia positiva 

sv positiv halvvag 

101-14-47 alternance negative 

Ensemble des valeurs instantanees negatives d'une grandeur alternative pendant un intervalle de temps de 
durcc egale a la periode. 

negative half-wave 

Set of instantaneous negative values of an alternating quantity which occur within a time interval having a 
duration equal to the period. 





ar 


l_jL*Jl A>r^\ iJ>,./?J 




de 
es 
it 
ja 


negative Halbschwingung 
alternancia negativa 
semionda negativa 




Pi 
Pt 
sv 


potfala ujemna 
alternancia negativa 
negativ halvvag 


-14-48 


valeur redressee 



valeur moyenne absolue 

Valeur moyenne, sur une periode, de la valeur absolue d'une grandeur alternative. 

rectified value 
average absolute value 

Mean value, taken over a period, of the absolute value of an alternating quantity. 

de Gleichrichtwert 
es valor rectificado 

it valore medio convenzionale; valore medio assoluto 

ja £«£« ; ¥■*&&$*. 

pi wartosc srednia wyprostowana; wartosc srednia bezwzgledna 

pt valor rectificado; valor absoluto medio 

sv medetbelopp 
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1 1 - 1 4-49 fondamental (nom et adjectif) 

(1610217 MOD) composante fondamentale 

premier harmonique (terme deconseill6) 

Se dit de la composante de rang 1 du d£veloppement en serie de Fourier d'une grandeur penodique. 

fundamental (component) 

first harmonic (deprecated) 

Component of order 1 of the Fourier series of a periodic quantity. 

ar *£ j* V"^ ; djl tJ»'y 

de Grundschwingung 

es (componente) fundamental 

it fondamentale; componente fondamentale 

ja Jfcfcift (&#) 

pi podstawowy; skladowa podstawowa 

pt fundamental (substantivo e adjectivo); componente fundamental; 

primeira harmdnica (desaconselhado) 

sv grundton 

101-14-50 frequence fondamentale 

Frequence du fondamental d'une grandeur penodique. 

fundamental frequency 

Frequency of the fundamental component of a periodic quantity. 

ar ^ Ul **-? 

de Grundfrequen/ 

es frecuencia fundamental 

it frequenza fondamentale 

ja g^ffi& gfe 

pi czestotliwosc podstawowa 

pt frequencia fundamental 

sv grundfrekvens 

101-14-51 harmonique (nom masculin et adjectif) 

( 1 6 1 -02- 1 8 MOD) composante harmonique 

Se dit d'une composante d'un rang superieur a 1 du developpement en sene de Fourier d'une grandeur 

penodique. 

harmonic (component) 

Component of order greater than 1 in the Fourier series of a periodic quantity. 



ar 



de Oberschwingung; Harmonische 

es (componente) armonico 

it armonica; componente armonica 

ja &mm (j&&) 

pi harmoniczna; skladowa harmoniczna 

pt harmonica (substantivo e adjectivo); harmonico (substantivo e adjectivo); 

componente harmonica 
sv harmonisk overton 

101-14-52 rang (d'un harmonique) 

(161 -02- 1 9 MOD) Nombrc entier egal au rappon de la frequence dun harmonique a la frequence fondamentale. 

harmonic number 
harmonic order 

Integral number given by the ratio of the frequency of a harmonic to the fundamental frequency 



ar 



de Ordnungszahl (einer Teilsehwingung); Ordnungszahl (einer Harmonischen) 

es orden (de un armonico) 

it numero di un'armonica; ordine di un'armonica 

ja 13$$ 

pi rzad harmonicznej 

pt ordem (dc uma harmonica) 

sv deltonsnummer 
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101-14-53 sous-harmonique 

Grandeur periodique dont la frequence est un sous-multiple entier d'une frequence d'entretien. 

sub-harmonic 

Periodic quantity varying at a frequency that is an integral sub-multiple of a frequency of excitation. 

ar </M ^ 

de Unterschwingung; Suhharmonische 

es subarmonico 

it subarmonica 

ja #Scifli& 

pi podharmoniczna 

pt sub-harmonica 

sv harmonisk underton 

101-14-54 residu harmonique 

(161-02-21 MOD) Grandeur obtenue en retranchant d'une grandeur alternative son fondamental. 

harmonic content 

Quantity obtained by subtracting from an alternating quantity its fundamental component. 

de Oberschwingungsantei] 

es residuo armonico 

it residuo armonico 

ja RSHfflMt 

pi zawartosc harmonicznych; pozostaiosc harmoniczna 

pt teor de harmonicas; residuo harmonico 

sv overtonsinnehall 

101-14-55 taux d'harmoniques 

(161 02-23 MOD) distorsion harmonique (terme deconseille dans ce sens) 
(702-04-51 MOD) facteur de distorsion (terme deconseille dans ce sens) 

Rapport de la valeur efficacc du residu harmonique dune grandeur alternative a la valeur efficace de cette 
grandeur. 

(total) harmonic factor 

total harmonic distortion (deprecated in this sense) 

distortion factor (deprecated in this sense) 

Ratio of the root-mcan-square value of the harmonic content of an alternating quantity to the root-mean- 

squarc value of the quantity. 

ar (<^) tj*y y* 

de Oberschwingungsgehalt 

es distorsion armonica; contenido en armonicos 

it tasso di armoniche 

ja (&-£) u-r^m 

pi wspolczynnik zawartosci harmonicznych; wspolczynnik znieksztalceri harmonicznych 

(termin nie zalecany w tym sensie) 
pt factor de harmonicas (total); distorcao harmonica (desaconselhado neste sentido); 

factor de distorcao (desaconselhado neste sentido) 
sv overtonshalt 

101-14-56 facteur de forme (symbole : F) 

Rapport de la valeur efficacc a la valeur redressee d'une grandeur alternative. 

form factor (symbol: F) 

Ratio of the root-mean-square value of an alternating quantity to its rectified value. 

ar ( F :yj\ ) j£ih >U 

de Formfaktor 

es factor de forma (sfmbolo: F) 

it fattore di forma 

ja Wg*0&f:F) 

pi wspolczynnik ksztaftu 

pt factor de forma 

sv formfaktor 
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101-14-57 facteur de crete 

Rapport de la valeur absolue maximale a la valeur efficace d'une grandeur alternative. 

peak factor 

Ratio of the maximum absolute value of an alternating quantity to its root-mean-square value. 

de Scheitelfaktor 

es factor de cresta 

it fattore di cresta; fattore di picco 

ja iftiSi^ 

pi wspolczynnik szczytu 

pt factor de pico 

sv toppfaktor 

101-14-58 bande de frequences 

(702-01 -02) Ensemble continu des frequences comprises entre deux frequences limites specifiees. 

Note. - Une bande de frequences est caracterisee par deux valeurs qui determinent sa position dans le 
spectre des frequences, par exemple ses frequences limites infirieute et superieure. 

frequency band 

Continuous set of frequencies lying between two specified limiting frequencies. 

Note. - A frequency band is characterized by two values which define its position in the frequency 
spectrum, for instance its lower and upper limiting frequencies. 



ar 


obiy **y>- 


de 


Frequenzband 


es 


banda de frecuencias 


it 


banda di frequenza; gamma di frequenza 


ja 


mmm 


Pi 


pasmo czestotliwosci 


pt 


banda de frequencias; faixa de frequencias 


sv 


frekvensband 



101-14-59 largeur de bande (de frequences) 

(702-01-03 MOD) Valeur absolue de la difference entre les deux frequences limites d'une bande de frequences. 

Note. - La largeur de bande est une valeur unique et ne depend pas de la position de la bande dans le 
spectre des frequences. 

(frequency) bandwidth 

Absolute value of the difference between the limiting frequencies of a frequency band. 
Note. - A bandwidth is a single value and does not depend on the position of the band in the frequency 
spectrum. 





ar 


(*i^y) '**y>- J* j* 




de 


(Frequenz-)Bandbreite 




es 


ancho de banda (de frecuencias) 




it 


larghezza di banda (di frequenza) 




ja 


(Mtasa «* 




Pi 


szerokosc pasma (czestotliwosci) 




Pt 


largura de banda (de frequencias) 




sv 


bandbredd 


101-14-60 


battement 



Variation periodique de 1 'amplitude d'une oscillation resultant de la superposition de deux oscillations 
periodiques de frequences peu differentes. 

beat 

Periodic variation in the amplitude of an oscillation resulting from the superposition of two periodic 
oscillations of slightly different frequencies. 



ar 


•».j*> 


de 


Schwebung 


es 


baddo 


it 


battimento 


ja 


•5tt») 


pl 


dudnienie 


pt 


batimento 


sv 


svavning 
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101-14-61 frequence de battement 

Difference des frequences de deux oscillations en battement. 

beat frequency 

Difference between the frequencies of two beating oscillations. 

ar ^J^*" "y 

de Schwebungsfrequenz 

es frecuencia de batido 

it frequenza di battimento 

ja oKommk 

pi czestotliwosc dudnienia 

pt frequencia de batimento 

sv svavningsfrekvens 

101-14-62 phaseur 

Representation d'une grandeur sinusoidale par une grandeur complexe dont l'argument est egal a la phase 
a lorigine et le module est egal a la valeur efficace ou a l'amplitude. 

Notes ]. - Pour une grandeur alt) - A v2 cos (to r + i9q) = A m cos (a) t + ?9rj) le phaseur est soit 
A exp j f% soit A m exp j % 
2. - Un phaseur pcut aussi etre represent6 graphiquement. 

phasor 

Representation of a sinusoidal quantity by a complex quantity whose argument is equal to the initial 
phase and whose modulus is equal to the root-mean-square value or to the amplitude. 

Notes 1. - For a quantity a(t) =A -Jl cos (o) t + i^) = A m cos {cot + 1^5) the phasor is either A exp ji^ 
oM m expji^. 
2. - A phasor can also be represented graphically. 



ar 


V'JJ*' t 


de 


Zeiger 


es 


fasor 


it 


fasore 


ja 


7x— tf 


pl 


fazor 


Pt 


fasor 


sv 


visare 



101-14-63 bruit 

(702-08-03 MOD) Phenomene physique variable ne portant apparemment pas d'informations, et susceptible de se superposer 
ou de se combiner a un signal utile. 

Notes 1. - Un bruit peut fournir dans certains cas des informations sur certaines caracteristiques de sa 
source, par exemple sur la nature, l'emplacement de celle-ci. 
2. - Un ensemble de signaux peut apparaitre comme un bruit, lorsqu'ils ne sont pas identifiables 
separement. 

noise 

Variable physical phenomenon apparently not conveying information and which may be superimposed 
on, or combined with, a useful signal. 

Notes 1. - In certain cases a noise may convey information on some characteristics of its source, for 
example its nature and location. 
2, - An aggregate of signals may appear as noise, when they are not separately identifiable. 



ar 


( fXXpyp) 


de 


Gerausch 


es 


ruido 


it 


rumore 


ja 


«* 


pl 


szum 


pt 


ruido 


sv 


brus 
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101-14-64 aleatoire 

Qualifie une entite susceptible de prendre l'une des valeurs d'un ensemble defini, chaque valeur realisee 
etant imprevisible et determinee par le hasard. 

random 

Pertaining to an entity that may take any of the values of a specified set, each value achieved being 
unpredictable and governed by chance. 

ar J^* 

de zufallig 

es aleatorio 

it aleatorio; casuale 

ja ^7'y^L.U 

pi losowy; przypadkowy 

pt aleatorio 

sv slump-; slumpmassig 

101-14-65 probabilite 

(ISO 3534-1 - 1.1) Nombre reel dans l'intervalle de a 1, associe a un evenement aleatoire. 

Note. - La probabilite peut se rapporter a une frequence relative d'une occurrence dans une longue sene 
ou a un degre de croyance qu'un Evenement se produira. Pour un haiit degr€ de croyance, la 
probabilite est proche de 1 . 

probability 

Real number in the scale to 1 attached to a random event. 

Note. - Probability can be related to a long-run frequency of occurrence or to a degree of belief that an 
event will occur. For a high degree of belief, the probability is near 1 . 



ar 



de Wahrscheinlichkeit 

es probabilidad 

it probability 

ja fll^ 

pi prawdopodobieristwo 

pt probabilidade 

sv sannolikhet 

101-14-66 variable aleatoire 

(ISO 3534- 1 Variable pouvant prendre n'importe quelle valeur d'un ensemble determine' de valeurs et pour laquelle une 

- 1 .2 MOD) probabilite est associee a toute valeur isolee ou a tout intervalle de valeurs. 

random variable 

Variable that may take any of the values of a specified set of values and for which a probability is 
associated with each isolated value or with each interval of values. 



ar 


^,\y^ jJca 


de 


Zufallsvariable 


es 


variable aleatoria 


it 


variabile aleatoria 


ja 


mmmiL 


Pi 


zmienna losowa 


Pt 


variavel aleatoria 


sv 


stokastisk variabel 



101-14-67 aleatoire stationnaire 

Qualifie une fonction dont les valeurs sont impre"visibles a des instants donnas mais ont des proprietds 
statistiques invariantes dans le temps. 

stationary random 

Pertaining to a function the values of which are not predictable at given instants but have time-invariant 
statistical properties. 



ar 


/*^ ^y^- 


dc 


stationar zufallig 


es 


aleatorio estacionario 


it 


aleatorio stazionario 


ja 


^7>^A 


P' 


losowy stacjonarny 


Pt 


aleatorio estacionario 


sv 


stationart slumpmassig 
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101-14-68 ergodique 

Qualifie unc fonction aleatoire dont les moyennes temporelles sont identiques aux moyennes statistiques 
correspondantes. 

ergodic 

Pertaining to a random function the temporal mean values of which are identical to the corresponding 
statistical mean values. 





ar 


o'Ua^UJlldJ iiljxt ~<~0J i)b 




de 


ergodisch 




es 


ergodico 




it 


ergodico 




ja 


3-)Vd[- K© 




Pi 


ergodyczny 




Pt 


ergodico 




sv 


ergodisk 


101-14-69 


spec! 


tre 



Repartition d'une grandeur en fonction de la frequence ou de la longueur d'ondc. 

spectrum 

Distribution of a quantity as a function of frequency or of wavelength. 



ar 


C-flJ? 


de 


Spektrum 


es 


espectro 


it 


spettro 


ja 


X<? I-/U 


pl 


widmo 


Pt 


espectro 


sv 


spektrum 



101-14-70 spectre de puissance 

(702-04-48 MOD) Representation du carre des amplitudes des composantes speclrales d'un signal ou d'un bruit en fonction 
de la frequence ou de la longueur d'onde. 

power spectrum 

Distribution as a function of frequency or wavelength of the square of the amplitudes of the spectral 
components of a signal or noise. 



ar 


Ojiil t_A-J3 


dc 


Leistungsspektrum 


es 


espectro de potencia 


it 


spettro di potenza 


ja 


'ty — X^? V)\s 


pl 


widmo mocy 


Pt 


espectro de potencia 


sv 


effektspektrum 
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101-14-71 densite spectrale de puissance 

(702-04-50 MOD) DSP (abrcviation) 

puissance spectrique 

Pour une grandeur a spectre continu et dc puissance moyenne finie, limite, a toute frequence, du quotient 
dc la puissance dans une bande de frequences contenant cette frequence par la largeur de la bande lorsque 
cette largeur tend vers zero. 

Notes 1. - La puissance instantanec d'une grandeur est par convention egale au carre de sa valeur 
instantanee. Ce carre est proportionnel a une puissance physique si la grandeur consideree 
est une grandeur de champ. 

2, - La densite spectrale de puissance est la transformee de Fourier de la fonction d'autocorrelation. 

power spectral density 
power spectrum density 

For a quantity having a continuous spectrum and a finite mean power, limit, at any frequency, of the 
quotient of the power within a frequency band containing that frequency by the bandwidth when the 
bandwidth tends to zero. 
Notes 1. - The instantaneous power of a quantity is by convention equal to the square of its 

instantaneous value. This square is proportional to a physical power if the considered 

quantity is a field quantity. 
2. - The power spectral density is the Fourier transform of the autocorrelation function. 





ar 


AjJjKU S^iil is\j& ; cjub *&£ 




de 


Leistungsdichtespektrum 




es 


densidad espectral de potencia 




it 


densita spettrale di potenza 




ja 


t< r J-X^.9 H^@r 




Pi 


gfstosc widmowa mocy 




Pt 


densidade espectral de potencia 




sv 


spektral effekttathet 


101-14-72 


fonction de correlation 



1 ) Fonction /(r) mesurant la similitude de deux fonctions deterministes/i(0 et/ 2 (f) et definie par 






fit) = J7i(T)/ 2 (f + T)dT 



2) Fonction ft) mesurant la similitude de deux fonctions aleatoires stationnaires/j(0 et/ 2 (0 et definie par 

+T 



f(l)= lim — |7,(T)/ 2 (7 + T)dT 



-T 

Note. - La transformee de Fourier deft) est egale au produit de la conjuguee de la transformee de Fourier 
dc/i(r) par la transformee de Fourier de/jf/) : 

F()(o) = F*()<o)F 2 {)<») 

correlation function 

i ) Function ft) which is a measure of the similarity of two deterministic functions/^/) and/ 2 (0> defined 
by 



/(0= J/](T)/ 2 (r + T)dT 



2) Function/);/) which is a measure of the similarity of two stationary random functions/] (f) and /2(f), 
defined by 

+T 



/(r)= lim-i- f/,(T)/ 2 (r + T)dT 



r-M~27 

-T 

Note. - The Fourier transform of fit) is equal to the product of the conjugate of the Fourier transform of 
fi(t) and the Fourier transform of f 2 (t): 

F()CD)=F*(jco)F 2 (ia)) 

de Korrelationsfunktion 
es funcion de correlacion 

it funzione di correlazione 
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ja 

pi funkeja korelacji 

pt funcao de correlacao 

sv korrelationsfunktion 
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101-14-73 fonetion d'autocorrelation 

1) Pour une fonetion deterministe, fonetion de correlation de cette fonetion et d'une version retardee de 
celle-ci. 

2) Pour une fonetion aleatoire stationnaire, esperance mathematique du produit de la fonetion par une 
version retardee de celle-ci : 

C(0 = E[/(T)/(r + T)] 

Notes 1. - La fonetion d'autocorrelation dune fonetion deterministe ou d'une fonetion aleatoire 
stationnaire est la transformee de Fourier inverse de sa densite spectrale de puissance. 
2. - Lorsqu'une fonetion aleatoire stationnaire peut etre considered comme ergodique, sa 
fonetion d'autocorrelation peut etre calculee a partir d'une realisation particuliere : 

+7" 



C(t)= lim -L f/(T)/(f + T)dT 



autocorrelation function 

1 ) For a deterministic function, correlation function of the function and a time-delayed replica. 

2) For" a stationary random function, mathematical expectation of the product of the function and a 
time-delayed replica. 

C(r) = E[/( T )/(r + T)] 

Notes 1. - The autocorrelation function of a deterministic function or a stationary random function is 
the inverse Fourier transform of its power spectral density. 
2. - When a stationary random function can be considered as ergodic, its autocorrelation 
function can be calculated from a particular sample: 

+T 
C(0= lim-?- |7(T)/(/ + T)dr 

-T 





ar 


VlJJi J»U,^ *Jb 




de 


Autokorrelationsfunktion 




es 


funcion de autocorrelation 




it 


funzione di autocorrelazione 




ja 


SE.ffiBgB9& 




pl 


funkeja autokorelacji 




Pt 


funcao de autocorrelacao 




sv 


autokorrelationsfunktion 


-14-74 


fonetion d'intercorrelation 



Fonetion de correlation de deux fonctions diff6rentes. 

crosscorrelation function 
intercorrelation function 

Correlation function between two different functions. 

de Kreuzkorrelationsfunktion 

es funcion de intercorrelacion; funcion de correlacion cruzada 

it funzione di mutua correlazione 

ja ffiS«HM« 

pl funkeja interkorelacji; funkeja korelacji wzajemnej 

pt funcao de intercorrelacao 

sv korskorrelationsfunktion 



101-14-75 loi de probabiliti 

(ISO 3534-1 Fonetion determinant la probability qu'une variable aleatoire prenne une valeur donnee quelconque ou 

-1.3 MOD) appartienne a un ensemble donn6 de valeurs. 

probability distribution 

Function giving the probability that a random variable takes any given value or belongs to a given set of 
values. 

ar i~Jl j\ aJbttjdl -ULJjNl iJb 

dc Wahrscheinlichkeitsverteilung 

cs ley de probabilidad 

il distribuzione di probabilita 

ja Sl^rTn" 

pl rozklad prawdopodobieiistwa 

pt distrihuicao de probabilidades; lei de probabilidade (desaconselhado) 

sv sannolikhetsfordelning 
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101-14-76 fonction de repartition 

(ISO 3534-1 Fonction donnant la probability qu'une variable aleatoire soit inferieure ou dgale a une valeur donnee 

-1.4 MOD) quelconque. 

distribution function 

Function giving the probability that a random variable be less than or equal to any given value. 





ar 


Ajjojy iJb 




de 


Verteilungsfunktion 




es 


funcion de distribution 




it 


funzione ripartizione; funzione distribuzione 




ja 


#*?B8S 




?1 


funkcja rozkladu (prawdopodobieristwa) 




J»t 


funcao de distribuicao 




sv 


fordelningsfunktion 


101-14-77 


densite de probabilite 


(ISO 3534-1 


Deri' 


/ec de la fonction de repartition. 


- 1.5 MOD) 







probability density 

Derivative of the distribution function. 



ar 

de 

es 

it 

ja 

Pi 

Pt 

sv 



Wahrscheinlichkeitsdichte 
densidad de probabilidad 
density di probability 



gestosc prawdopodobieristwa 
densidade de probabitidade 
frekvensfunktion 



101-14-78 esperance mathematique (d'une variable aleatoire) 

(ISO 3534-1 moyenne (d'une variable aleatoire) 

-1.18 MOD) 1) Pour une variable aleatoire discrete X prenant les valeurs xj avec les probabilites p,, somme 

E(X) = £, pi xi 
dtendue a toutes les valeurs xj susceptibles d'etre prises par X. 
2) Pour une variable aleatoire continue X de densite de probabilite^), valeur de Vintegrale 

E(X) = jxf(x)dx 

etenduc a tout le domaine de variation dc X. 

expectation (of a random variable) 
mean (of a random variable) 

1 ) For a discrete random variable X taking the values jt/ with the probabilities p,-, the sum 

E(X) = L; pi Xi 
extended for all values x, which can be taken by X. 

2) For a continuous random variable X having the probability density /(jc), the value of the integral 

E(X) = Jjc/(x)djr 

extended for all values of the interval of variation of X. 

de Erwartungswert (eincr Zufallsvariablen) 

es esperanza matematica (dc una variable aleatoria); media (de una variable aleatoria) 

it valor medio (di una variabile aleatoria); media (di una variabile aleatoria) 

ja mm (?>?Am.&<?» :¥*rtt c? >yi»m&<!» 

pi wartosc oczekiwana (zmienncj losowej) 

pt esperanea matematica (de uma variavel aleatoria); media (de uma variavel aleatoria) 

sv vantevarde 
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101-14-79 variance 

(ISO 3534-1 - 1) Pour unc variable alcatoirc ou unc loi dc probabililc. cspcrancc mathdmatiquc du carrc de la variable 

1.22+2.33 MOD) ccntree : E{[X - E(X)] 2 ). 

Note. - La variance est le moment centre d'ordre 2. 

2) En statistique, mesure de la dispersion egale au quotient dc la somme des carres des ecarts a la valcur 
moyenne par le nombrc des carres ou par ce nombre diminue d'une unite, selon les cas envisages : 
(1 ) variance de la population totale de N individus : 



,2 



(2) variance d'un echantillon de n observations : 

1 " — T 

-l(xj-X) 2 

n J=l 

(3) estimation de la variance de la population a partir d'un echantillon : 

v\2 



Xu,--xr 



"-1 j=i 
ou X est la valeur moyenne des entites jc; considerees. 

variance 

1 ) For a random variable or a probability distribution, the expectation of the square of the centred 
variable: E{[X - E(X)] 2 }. 

Note. - The variance is the centred moment of order 2. 

2) In statistics, a measure of dispersion equal to the sum of the squared deviations from the mean value 
divided by the number of deviations or by that number minus 1 , depending upon the cases considered: 

(1) variance of the whole population of N items: 



_L N 

N 



,2 



(2) variance of the sample of n observations: 



-K*;-*) 2 



(3) estimate of the variance of the population from a sample: 

-^-iuj-xf 

where X is the mean value of the items of observation x; considered. 



ar 


tjiW" 


dc 


Varianz 


cs 


varianza 


it 


varianza 


ja 


fltt 


Pi 


wariancja 


Pi 


variancia 


sv 


varians 



101-14-80 ecart type 

Racine carree positive de la variance. 

standard deviation 

Positive square root of the variance. 



ar 


t^jLjt* Js\j£\ 


de 


Standardabweichung 


cs 


desviacion tipica 


it 


scarto tipo 


ja 


mmmm 


Pi 


odchylenie standardowe 


Pt 


desvio padrao 


sv 


standardavvikelse 
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101-14-81 fractile d'ordrep (d'une loi dc probability) 

(ISO 3534 1 quantile d'ordrep (d'unc loi dc probabilite) 

1.14 MOD) Pour un nombrc p compris cnirc ct 1, valeur d'unc variable aleatoire pour laquellc la fonction de 

repartition prend unc valeur p ou saute d'unc valeur inferieure ou egalc ap a une valeur supcrieure a p. 

p-fractile (of a probability distribution) 

p-quantile (of a probability distribution) 

For a number p between and 1 , value of a random variable for which the distribution function equals p 

or jumps from a value less than or equal top to a value greater than p. 



( JU^\ gjjl ) p - J,^ ; ( ^Ui^) gjj? ) p 



- <U«J> 



ar 

dc p-Quantil (eincr Wahrschcmlichkeitsvertedung) 

es fractil de ordenp (dc una ley dc probabilidad); cuantil de ordenp (de una ley de probabilidad) 

it frattile di ordinep (di una distribuzione di probabilita); quantile di ordinep 

(di una distribu/ione di probabilita) 

ja #t&s cmmftitio) 

pi fraktyl rzedup (ro/Jdadu prawdopodobieristwa) 

pt fractil de ordemp (de uma lei dc probabifidade); quantil de ordemp 

(dc uma lei de probabilidade) 
sv p-Fraktil 

101-14-82 mediane 

(ISO 3534- 1 - 1 ) Fractile d'ordre p - 0,50 d'une loi de probabilite. 

1.15+2.28 MOD) 2) Pour n valeurs rccllcs non necessairement diffcrentcs, nombrc reel tel que lc nombre dc valcurs qui 
lui sont inferieures est egal au nombre dc valcurs qui lui sont supcrieures. 
Note. - Si n est impair, la mediane est la valeur dc rang in + 1 )/2 lorsque les valcurs sont rangees par 
ordre non decroissant. Si n est pair, la mediane peut etrc tout nombre compris cntrc les valcurs de 
rang nil et {nil + 1 ), en genera! la moyenne arithmetique dc ccs deux valeurs. 

median 

1) The 0,50-fractilc of a probability distribution. 

2) For n real values not necessarily different from each other, real number such that the number of 
values less than it is equal lo the number of values greater than it. 

Note. - If n is odd, the median is the value of rank (n + l)/2 when the values are arranged in increasing 
order. If n is even, the median may be any number between the values of rank nil and (nil + 1 ), 
usually the arithmetic mean of these two values. 



ar 


r?..* j 


dc 


Medianwert 


es 


mediana 


it 


mediana 


ja 


/ : JT> 


Pi 


mediana 


Pt 


mediana 


sv 


median 
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SECTION 161-15 - ONDES 
SECTION 101-15 - WAVES 



101-15-01 onde 

(702-02-02) Variation de l'ctat physique d'un milieu, caracterisee par un champ, et se deplacant avec une vitesse qui 

(705-0 1 -03) est determinee en chaque point et dans chaque direction par les proprietes du milieu. 

wave 

Variation of the physical conditions of a medium, characterized by a field, and moving with a velocity 
defined at each point and in each direction by the properties of the medium. 





ar 


*>r y* 




de 


Welle 




es 


onda 




it 


onda 




j a 


& 




Pi 


fala 




J* 


onda 




sv 


vag 


101-15-02 


forme d'onde 



Representation d'une grandeur caracteristique d'une onde, soit dans le temps en un point donne, soit dans 
l'espace a un instant donne\ 

waveform 

Representation of a characteristic quantity of a wave, either in time at a given point or in space at a given 

time. 





ar 


Kj*y J^ 




de 


Wellenform 




es 


forma de onda 




it 


forma d'onda 




j a 


&J& 




Pi 


ksztalt fali 




Pt 


forma de onda 




sv 


vagform 


101-15-03 


surface d'onde 



Surface sur laqucllc, en regime sinusoidal, toutcs les grandeurs caractcristiqucs d'une onde ont la memc 
phase a un instant donne. 

wavefront 

Surface on which, at a given lime, for sinusoidal conditions, all characteristic quantities of a wave have 
the same phase. 



ar 



de Wellenfront 

es superficie de onda; frente de onda 

it fronte d'onda 



ja 

pi czoto fali; front fali 

pt frente de onda; superficie de onda 

sv vagfront 
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101-15-04 direction de propagation 

(705-02 -15 MOD) Direction dc la normalc a la surface d'ondc en un point donne, orientcc dans lc sens des phases 
decroissantes. 

Note. - La direction dc propagation d'une onde peut etre diffcrcntc dc la direction dc propagation de 
lenergie de ccttc onde. 

direction of propagation 

Direction of the normal to the wavefroni at a given point, oriented in the sense of decreasing phase. 
Note. - The direction of propagation of a wave may differ from the direction of propagation of energy of 
this wave. 

ar 



de Ausbreitungsrichtung 

direction de propagation 
direzione di propagazione 



es 
it 
ja 
Pi 



■saw ft 

r . kierunek rozchodzenia sie fali; kierunek propagacji fali 

pt direccao de propagacao 
sv utbredningsriktning 

101-15-05 onde plane 

(705-01-32) Onde dont les surfaces d'onde sont des plans paralleles. 

plane wave 

Wave in which all the wavefronts arc parallel planes. 

ar \y~~* **-y 

de ebene Welle 

es onda plana 

it onda piana 

ja ¥Bn$ 

pi fala pfaska 

pt onda plana 

sv plan vag 

101-15-06 onde longitudinale 

Onde caracterisee par une grandeur vectoriclle parallele a la direction de propagation. 

longitudinal wave 

Wave characterized by a vector quantity parallel to the direction of propagation. 





ar 


A^^h 4s*y 




de 

es 

it 
ja 


longitudinale Welle 
onda longitudinal 
onda longitudinale 

mm 




Pi 
Pt 
sv 


fala podluina 
onda longitudinal 
longitudinell vag 


101-15-07 


onde transversale 



Onde caracterisee par une grandeur vectorielle perpendiculaire a la direction de propagation. 

transverse wave 

Wave characterized by a vector quantity perpendicular to the direction of propagation. 



ar 


<*9j*~**.*kA *tt- V* 


de 


transversale Welle 


es 


onda transversal 


it 


onda trasversale 


ja 


muk 


pl 


fala poprzeczna 


Pt 


onda transversal 


sv 


transversell vag 
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101-15-08 longueur d'onde (symbolc : A) 

Distance, dans la direction dc propagation d'unc ondc sinusoidalc, cntre deux points successifs ou les 
phases dc la grandeur caractcristique different dc 2ji radians. 

wavelength (symbol: A) 

Distance, in the direction of propagation of a sinusoidal wave, between two successive points where the 

phases of the characteristic quantity differ by 2n radians. 

dc Wellenlange 

cs longitud de onda (simbolo: K) 

it lunghezza d'onda 

ja j&fi 

pi dhigosc fali 

pt comprimento de onda 

sv vaglangd 

101-15-09 nombre d'onde (lineique) 

repetence 

Inverse de la longueur d'onde. 

wave number 
repetency 

Reciprocal of the wavelength. 

dc Repetenz; Wellenzahl 

es niimero de onda 

it numero d'onda 

ja j&£fc 

pi liczba f alow a 

pt numero de onda (lineal); repetencia 

sv repetens; vagtal 

101-15-10 vitesse de phase 

(705-02-16 MOD) Pour une onde sinusoidalc en un point donne, vitesse, dans la direction de propagation, de la surface 
d'onde correspondant a unc phase dctcrminec. 
Note. - La normc dc la vitesse dc phase est egale au produit de la frequence par ia longueur d'onde. 

phase velocity 

For a sinusoidal wave at a given point, velocity in the direction of propagation of the wavefront 

corresponding to a specified phase. 

Note. - The magnitude of the phase velocity is equal to the product of the frequency and the wavelength. 



ar 



4jj (l& ~4&j*» 

de Phasengeschwindigkeit 

es velocidad de fase 

it velocita di fase 

ja ttMMfg. 

pi predkosc fazowa 

pt velocidade de fase 

sv fashastighet 

101-15-11 dispersif 

Qualifie un milieu dans lequel la vitesse de phase varie en fonction de la frequence. 

dispersive 

Pertaining to a medium in which the phase velocity varies with frequency. 



ar 




de 


dispergierend 


es 


dispersivo 


it 


dispersivo 


ja 


aim 


pl 


dyspersyjny 


Pt 


dispersivo 


sv 


dispersiv 
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101-15-12 vitesse de groupe 

En un point d'un milieu, vitesse de l'enveloppe d'un paquet d'ondes sinusoidales superposees de meme 
amplitude doni les frequences tendent vers une Hmite commune. 

Note. - La norme du vecteur vitesse de groupe est egale a la derives de la frequence par rapport au 
nombre d'onde. 

group velocity 

At a point in a medium, velocity of the envelope of a packet of superimposed sinusoidal waves of equal 
amplitude and slighUy different frequencies tending to a common limiting frequency. 
Note. - The magnitude of the group velocity vector is equal to the derivative of the frequency with respect 
to the wave number. 

ar '**!*& '**j- 

de Gruppengeschwindigkeit 

es velocidad de grupo 

it velocita di gruppo 

ja WSLm. 

pi predkosc grupowa 

pt velocidade de grupo 

sv grupphastighet 

101-15-13 onde directe 

Onde pour laquelle les vecteurs vitesse de groupe et vitesse de phase ont la meme direction. 

forward wave 

Wave in which the group and phase velocity vectors have the same direction. 





ar 


<L*L»t A^rjA 




de 


Vorwartswelle 




es 


ondadirecta 




it 


onda diretta; onda progressiva 




ja 


BffitJft 




Pi 


fala postepujaca 




Pt 


onda directa 




sv 


framatvag 


101-15-14 


onde 


retrograde 



Onde pour laquelle les vecteurs vitesse de groupe et vitesse de phase ont des directions opposees. 

backward wave 

Wave in which the group and phase velocity vectors are in opposite directions. 



ar 


4-jAi>- *>ry* 


de 


Riickwartswelle 


es 


onda inversa 


it 


onda regressiva 


ja 


&m& 


pl 


fala powrotna 


Pt 


onda retrdgrada 


sv 


bakatvag 



57 



IS 1885 (Part 72): 2008 
IEC 60050-101 : 1998 

101-15-15 exposant lineique de propagation (symbolc : 7) 

(705 02-24 MOD) Grandeur complexe 7 figurant dans l'exprcssion A e ~r x + )°» + )*, lorsque la partie reelle de cette 
expression representc, le long d'unc droitc parallele a l'axe des x, une grandeur caracteristique d'une onde 
guidee ou d'une onde plane sinusoidale de pulsation cuet de phase a l'origine 1^. 

Notes I. - La notion d'exposant lineiquc de propagation n'a de sens que lorsque A et 7 sont en 
principe independants dc x. 

2. - L'exposant lineique dc propagation est generalement fonction de la frequence et a les 
dimensions dc l'inverse d'une longueur. 

propagation coefficient (symbol: 7) 

Complex quantity 7 appearing in the expression A e ~7* + J w ' + J"%, where the real part of this expression 
represents, along a line parallel to the *-axis, a characteristic quantity of a sinusoidal guided or plane 
wave at angular frequency w and initial phase i^j. 

Notes 1. - The concept of propagation coefficient has a meaning only when Aq and 7are substantially 
independent of x. 

2. - The propagation coefficient is usually a function of frequency and has the dimension of 
reciprocal length. 

ar ( Y '■ SJ ) M^y J* 1 " 

dc Ausbreitungskoeffizient 

cs coeficiente de propagacidn (sfmbolo: y) 

it coefficiente di propagazione 

ja &M.W8L (E^ : 7 ) 

pi tamownosc jednostkowa; stala propagacji 

pt coeficiente de propagacao 

sv utbredningskoefficient 

101-15-16 affaiblissement lineique (symbolc ; a) 

(702-02 14 MOD) Partie rccllc de l'exposant lineiquc dc propagation. 

Note. - Pour unc lignc dc transmission, raffaiblissement lineique est la limite du quotient de la variation 
relative dune grandeur dc champ cntrc deux points sur l'axe par la distance des points, lorsque 
ccttc distance tend vers zero. 

attenuation coefficient (symbol: a) 

Real part of the propagation coefficient. 

Note. - For a transmission line the attenuation coefficient is the limit of the quotient of the relative 

change of a field quantity between two points on the axis by the distance between the points, 

when this distance tends to zero. 



ar 



( a : y)\ ) o±»jti >l~ 

dc Dampfungskoeffizient 

cs coeficiente de atenuacion (sfmbolo: a) 

it coefficiente di attenuazione 

ja «§&& (E*: a) 

pi tlumiennosc jednostkowa 

pt coeficiente de atenuacao; coeficiente de enfraquecimento 

sv dampningskoefficient 

101-15-17 dephasage lineique (symbolc . (5) 

(702-02 15 MOD) Partie imaginairc de l'exposant lineique dc propagation. 

Note. - Pour unc ligne de transmission, le dephasage lineiquc est la limite du quotient de la variation de 

phase d'unc grandeur de champ entrc deux points sur l'axe par la distance des points, lorsque cette 

distance lend vers zero. 

phase coefficient (symbol: p) 
phase-change coefficient 

Imaginary part of the propagation coefficient. 

Note . - For a transmission line the phase coefficient is the limit of the quotient of the phase change of a 

field quantity between two points on the axis by the distance between the points, when this 

distance tends to zero. 



ar 



dc Phasenkoeffizient 

cs coeficiente de fase (sfmbolo: f5) 

it coefficiente di fase 

ja fc«ft|*ae^:0) 

pi przesuwnosc jednostkowa; stala fazowa 

pt coeficiente de desfasagem 

sv faskoefficient 

DO 
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101-15-18 optique geometrique 

(705-02-20 MOD) Modele applicable pour une longueur d'onde tendant vers zero, par lequel la propagation des ondes dans 
divers milieux et a leurs frontieres, est determine au moyen de la notion geometrique de rayon et non au 
moyen de la theorie generate des ondes. 

geometric optics 

Model, applicable for wavelengths approaching zero, by which the propagation of waves in various media 
and at their boundaries is determined by using the geometrical concept of rays and not the general theory 
of waves. 





ar 


4^**iJUA C-'U rV^J 




de 


geometrische Optik; Strahlenoptik 




es 


optica geometrica 




it 


ottica geometrica 




ja 


mat» 




Pi 


optyka geometryczna 




pt 


optica geometrica 




sv 


geometrisk optik 


101-15-19 


onde incidente 


(702-07-21) 


Onde 


qui se propage vers la surface de sep 



ligne de transmission, ou vers un acccs d'un reseau electrique. 

incident wave 

Wave that travels toward the surface separating two media or a discontinuity in a transmission line, or a 
port of an electrical network. 



ar 


4J3J»U» A^-y 


de 


einfallende Welle 


es 


onda incidente 


it 


onda incidente 


ja 


Aim 


pl 


fala padajaca 


Pt 


onda incidente 


sv 


infallande vag 



101-15-20 onde diffractee 

(705-04-43 MOD) Onde qui apparait dans un milieu, lorsqu'une onde incidente se propageant dans ce milieu rencontre un 
ou plusieurs obstacles, limitant evcntuellement des ouvertures, et qui n'esl pas interpretable par l'optique 
geometrique. 

Note. - Une onde diffractee peut exister dans des regions qui, selon l'optique geometrique, ne sont pas 
atteintes par l'onde incidente ou par des ondes reflechics ou rcfractees. 

diffracted wave 

Wave which occurs in a medium when an incident wave propagating in this medium encounters one or 
more obstacles, possibly limiting openings, and which is not interpretable by geometric optics. 
Note. - A diffracted wave may exist in regions which, according to the interpretation of geometric optics, 
are not reached by the incident wave or by reflected or refracted waves. 



ar 


2j~- 4*-J-* 


de 


gebeugte Welle 


es 


onda difractada 


it 


onda diffratta 


ja 


Ie)5ri& 


Pl 


fala ugieta 


Pt 


onda difractada 


sv 


spridd vag 
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101-15-21 onde refractee 

(705-04-07) 1) Onde qui apparatt au dela d'une surface separant deux milieux differents lorsqu'une onde incidentc 

rencontre la surface, qui se propage en s'eloignant de celle-ci, generalement dans une direction 
differente, et qui est interpretable par l'optique geometrique. 
2) Onde qui se propage dans un milieu dont les proprietes varient de facon continue dans l'espace et qui 
est interpretable par l'optique geometrique. 

refracted wave 

1) Wave which appears beyond a surface separating two different media when an incident wave meets 
the surface, which propagates away from the surface generally in a different direction, and which is 
interpretable by geometric optics. 

2) Wave which propagates in a medium with properties varying continuously in space and which is 
interpretable by geometric optics. 

de gebrochene Welle 
es onda refractada 

it onda rifratta 



ja 

pi fala zatamana 

pt onda refractada 

sv bruten vag 

101-15-22 onde reflechie 

(702 07-23 MOD) 1 ) Onde qui apparait lorsqu'une onde rencontre une surface separant deux milieux differents, qui 
s'eloigne de la surface dans la meme milieu que l'onde incidente et qui est interpretable par l'optique 
geometrique. 
2) Onde associee a une onde incidente en un acces d'un reseau electrique ou en une discontinuite d'une 
ligne de transmission, et qui se propage en sens inverse de l'onde incidente a partir de ce point. 

reflected wave 

1 ) Wave which appears when a wave meets a surface separating two different media, which propagates 
away from the surface in the same medium as the incident wave, and which is interpretable by geometric 
optics. 

2) Wave associated with an incident wave at a port of an electrical network or at a discontinuity in a 
transmission line, and propagating from this point in a direction opposite to that of the incident wave. 





ar 


k^S^XJt * 9r 3* 




de 


reflektierte Welle 




es 


onda refiejada 




it 


ondariflessa 




ja 


&## 




Pi 


falaodbita 




Pt 


onda reflectida 




sv 


reflekterad vag 


101-15-23 


coherence 


(702-01-43) 


Phenomene U6 a 1'existenc 



Phenomene \\i a I'existence d'une relation definic entre les phases des composantes homologues de deux 
ondes ou entre les valeurs de la phase d'une meme composante d'une onde a deux instants ou en deux 
points. 

coherence 

Phenomenon related to the existence of a correlation between the phases of the corresponding 
components of two waves or between the values of the phases of a given component of one wave at two 
instants in time or two points in space. 



ar 


dL-U 


de 


Koharenz 


es 


coherencia 


it 


coerenza 


ja 


3t-l/>X 


pl 


koberencja; spojnosc 


Pt 


coerencia 


sv 


koherens 
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101-15-24 interference 

(702-08 -32) Phenomene resultant de la superposition de deux ou plus de deux oscillations ou ondes coherentes et de 

frequences egales ou voisines, qui de manifesto par des variations de l'amplitude resultante, dans l'espace 

sous forme de franges, ou dans lc temps sous forme de battements. 

phase interference 

wave interference 

Phenomenon resulting from the superposition of two or more coherent oscillations or waves of equal or 

nearly equal frequency and appearing as a variation of the resulting amplitude, in space in the form of 

interference patterns, or in time in the form of beats. 



ar 


<^J> J^" 


. ^y y-\* 


de 


Interferenz 




es 


interferencia 




il 


interferenza 




ja 


ffi^F# 




Pi 


interferencja 




Pt 


interferencia 




sv 


interferens 





101-15-25 onde stationnaire 

(705-01-40 MOD) Resultat de la superposition de deux ondes progressives de meme frequence se propageant en sens 

inverse. 

Note. - Si les deux ondes ont la meme amplitude, une onde stationnaire peut Stre representee par le 
produit d'une fonction reelle du temps et d'une fonction reelle des coordonnees spatiales. 

standing wave 

Result of the superposition of two travelling waves of the same frequency propagating in opposite 

directions. 

Note. - If the two waves have the same amplitude, a standing wave can be represented by the product of a 
real function of time and a real function of space coordinates. 





ar 


j *'..,** Apr y* 




de 


stehende Welle 




es 


onda estacionaria 




it 


onda stazionaria 




ja 


fern. 




pl 


fala stojaca 




Pt 


onda estacionaria 




sv 


staende vag 


101-15-26 


noeud 


(d'une onde stationi 



Point d'un milieu siege d'une onde stationnaire, ou une grandeur specifiee variant dans le temps a une 
valeur minimale. 

Note. - Si lc noeud n'est pas un point isole, on emploie les termes « ligne nodalc », •« plan nodal » ou 
« surface nodal e ». 

node (of a standing wave) 

In a medium where a standing wave exists, point at which the amplitude of a specified time-dependent 

quantity has a minimum value. 

Note. - If the node is not an isolated point, the terms "nodal line", "nodal point" or "nodal surface" are 
used. 



ar 



dc Knoten (einer stehenden Welle) 

es nodo (de una onda estacionaria) 

il nodo (di un'onda stazionaria) 

ja M (£ft$4» 

pl wfxel (fali stojacej) 

pt no (dc uma onda estacionaria) 

sv nod 
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101-15-27 ventre 

Point d'un milieu siege d'une onde stationnaire ou une grandeur specified variant dans le temps a une 
valeur maximale. 

Note. - Si le ventre n'est pas un point isol6, on emploie les termes « ligne ventrale », « plan ventral » ou 
« surface ventrale ». 

antinode 

In a medium where a standing wave exists, point at which the amplitude of a specified time-dependent 
quantity has a maximum value. 

Note. - If the antinode is not an isolated point, the terms "antinodal line", "antinodal point" or "antinodal 
surface" are used. 



ar 


4*~.S*£- eJLoP 


de 


Bauch (einer stehenden Welle) 


es 


vientre 


it 


ventre 


ja 


K 


Pi 


przeciwwezel (fali stojacej) 


Pt 


ventre 


sv 


buk; antinod 
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LISTE DES SYMBOLES LITTERAUX 
LIST OF LETTER SYMBOLS 



a (indice/subscript) jqj. 

abs 101- 

"8 101 

curl 101 

^ 101- 

dlv 101- 

& 101 

^ 101 

e 101 

e < • 101 

« n dA 10 i. 

'A 101- 

E 101 

/ 101- 

F 101- 

g (indice/subscript) 101. 

grad 101 

h (indice/subscript) jqj 

hw ZZZZZZZZIIZ ioi- 

1 101 

Im 101 

j 101 

«<w 101 

q (indice/subscript) jqj 

Re '. 101 

rot 101 

* 101 

s S n 101 

* d * 101 

T 101 

« 101 

P 101 

r- 101 

8 : 101 

5 - 101 

A 101 

A 101 

8 ' 101 

£ W 101 

•» 101 

m ioi 

A) 101 

A 101 

9 101 

<P 101 

°> 101 



-14-14 

-11-01 

-11-08 

-11-41 

-11-29 

-11-40 

-11-26 

-11-25 

-11-19 

-11-13 

■11-30 

-11-26 

-14-78 

-14-08 

-14-56 

-14-17 

-11-37 

-14-18 

-13-02 

-11-02 

-11-04 

-11-02 

-11-30 

-14-15 

-11-03 

-11-41 

-14-37 

-13-05 

-11-26 

-14-07 

-15-16 

-15-17 

-15-15 

-13-06 

-14-20 

-11-43 

-11-44 

-13-07 

-13-02 

-14-38 

-13-02 

-14-39 

-15-08 

-11-38. 

-14-40 

-14-36 
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LISTE DES SIGNES'MATHEMATIQUES 
LIST OF MATHEMATICAL SIGNS 



n 101-11-03 

" 101-11-04 

' 101-11-17 

x 101-11-24 

* 101-11-05 

V 101-11-36 

M 101-11-01 

| c | 101-11-07 

I v | r 101-11-18 

W - 101-14-14 

x 101-14-14 

V 101-11-10 

e 101-11-02 

V<j 101-11-06 
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INDEX 



A 

absolute value 101-1 1-01 

absolute value, average 101-14-48 

alternating 101-14-29 

alternating component 101-14-33 

amplitude 101-14-35 

analog (US) 101-12-05 

analogue 101-12-05 

angle (between two vectors) 101-11-22 

angle, phase 101-14-39 

angular frequency 101-14-36 

angular frequency, complex 101-14-37 

antinodal line 101-15-27 

antinodal plane 101-15-27 

antinodal surface 101-15-27 

antinode 101-15-27 

aperiodic 101-14-05 

argument 101-11-08 

arithmetical average 101-14-14 

arithmetical mean (value) 101-14-14 

attenuation coefficient 101-15-16 

autocorrelation function 101-14-73 

average absolute value 101-14-48 

average, arithmetical 101-14-14 

average, geometric 101-14-17 

average, harmonic 101-14-18 

average, inverse 101-14-18 

average, logarithmic 101-14-17 

B 

backward wave 101-15-14 

band, frequency 101-14-58 

bandwidth, (frequency) 101-14-59 

base vector 101-1 1-13 

beat 101-14-60 

beat frequency 101-14-61 

C 

circulation 101-11-28 

code 101-12-04 

coherence 101-15-23 

complex angular frequency 101-14-37 

complex number 101-1 1-02 

complex pulsatance 101-14-37 

component (of a vector quantity) 101-11-14 

component vector (of a vector quantity) 101-11-15 

conjugate 101-1 1-05 

content, harmonic 101-14-54 

content, ripple 101-14-33 

coordinate (of a vector quantity) 101-11-14 

correlation function 101-14-72 

cross product 101-11-24 

crosscorrelation function 101-14-74 



curl 101-11-41 

cycle 101-14-24 

D 

damped oscillation 101-14-19 

damping coefficient 101-14-20 

data 101-12-03 

density, power spectral 101-14-71 

density, power spectrum 101-14-71 

density, probability 101-14-77 

deviation, standard 101-14-80 

difference, phase 101-14-40 

diffracted wave 101-15-20 

digital 101-12-07 

Dirac function 101-13-06 

direct component 101-14-32 

direction of propagation 101-15-04 

discrete value 101-12-06 

dispersive 101-15-1 1 

distortion factor (deprecated in this sense).... 101-14-55 

distribution 101-13-01 

distribution function 101-14-76 

distribution, probability 101-14-75 

divergence 101-11-40 

divergence field, zero 101-11-45 

dot product 101-11-17 

doublet, unit 101-13-07 

E 

effective value 101-14-16 

equipotential 101-1 1-39 

crgodic 101-14-68 

expectation (of a random variable) 101-14-78 

F 

field..... 101-11-34 

field line 101-11-47 

field quantity 101-11-35 

first harmonic (deprecated) 101-14-50 

flux (of a vector quantity) 101-11-32 

forced oscillation 101-14-21 

form factor 101-14-56 

forward wave 101-15-13 

Fourier series 101-13-08 

Fourier transform 101-13-09 

Fourier transform, inverse 101-13-10 

fractile (of a probability distribution), p- 101-14-81 

free oscillation 101-14-22 

frequency 101-14-08 

frequency band 101-14-58 

frequency bandwidth 101-14-59 

frequency, angular 101-14-36 

frequency, beat 101-14-61 

frequency, fundamental 101-14-50 
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fundamental (component) 101-14-49 

fundamental frequency 101-14-50 

G 

general unit step function 101-13-03 

geometric average....! 101-14-17 

geometric mean value 101-14-17 

geometric optics 101-15-18 

gradient 101-1 1-37 

group velocity 101-15-12 

H 

half-wave, negative 101-14-47 

half-wave, positive 101-14-46 

harmonic (component) 101-14-51 

harmonic average 101-1418 

harmonic content , 101-14-54 

harmonic factor, (total) 101-14-55 

harmonic mean value 101-14-18 

harmonic number 101-14-52 

harmonic order 101-14-52 

harmonic (deprecated), first 101-14-50 

Heaviside function 101-13-02 

hybrid 101-12-08 

I 

imaginary part 101-11-04 

impulse (US), unit 101-13-06 

in opposition 101-14-45 

in phase 101-14-43 

in quadrature 101-14-44 

incident wave „ 101-15-19 

information 101-12-01 

initial phase ; 101-14-39 

instantaneous phase 101-14-38 

instantaneous value 101-14-10 

integral, line 101-11-24 

integral, scalar line 101-11-28 

integral, surface 101-11-31 

integral, volume 101-1 1-33 

intercorrelation function 101-14-74 

interference, phase 101-15-24 

interference, wave..... 101-15-24 

inverse average 101-14-18 

inverse Fourier transform 101-13-10 

inverse Laplace transform 101-13-12 

irrotational field 101-1 1-46 

L 

lag, (phase) 101-14-42 

Laplace transform 101-13-1 1 

Laplace transform, inverse 101-13-12 

Laplacian (of a scalar field quantity) 101-11-43 

Laplacian (of a vector field quantity) 101-11 -44 

lead, (phase) 101-14-41 



line element, scalar 101-11-25 

line element, (vector) 101-11-26 

line integral 101-1 1-27 

line integral, scalar 101-11-28 

line, antinodal 101-15-27 

line, field 101-1 1-47 

line, nodal 101-15-26 

logarithmic average 101-14-17 

logic 101-12-09 

longitudinal wave 101-15-06 

M 

magnitude 101-11-18 

matrix 101-11-11 

mean (of a random variable) 101-14-78 

mean (value) 101-14-14 

mean (value), arithmetical 101-14-14 

mean value, geometric 101-14-17 

mean value, harmonic 101-14-18 

median 101-14-82 

modulus 101-11-07 

modulus (deprecated in this sense) 101-1 1-18 

N 

nabla (operator) 101-11-36 

negative half- wave 101-14-47 

nodal line 101-15-26 

nodal plane 101-15-26 

nodal surface : 101-15-26 

node (of a standing wave) 101-15-26 

noise 101-14-63 

norm 101-11-18 

number, complex 101-1 1-02 

number, harmonic 101-14-52 

number, wave 101-15-09 

O 

operator, nabla 101-1 1-36 

opposition, in 101-14-45 

optics, geometric 101-15-18 

order, harmonic 101-14-52 

orthogonal 101-11-20 

orthonormal 101-11-21 

oscillating 101-14-03 

oscillation 101-14-04 

oscillation, damped 101-14-19 

oscillation, forced 101-14-21 

oscillation, free 101-14-22 

oscillation, relaxation 101-14-25 

P 

p-fractile (of a probability distribution) 101-14-81 

p-quantile (of a probability distribution) 101-14-81 

peak factor 101-14-57 

peak value 101-14-1 1 
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peak-to-peak value (obsolete in this sense) ... 101-14-13 

peak-to-vallcy value 101-14-13 

period 101-14-07 

periodic 101-14-06 

perpendicular 101-1 1-20 

phase 101-14-38 

phase angle , 101-14-39 

phase coefficient 101-15-17 

phase difference... 101-14-40 

phase interference 101-15-24 

phase lag 101-14-42 

phase lead 101-14-41 

phase velocity 101-15-10 

phase, in 101-14-43 

phase, initial 101-14-39 

phase, instantaneous 101-14-38 

phase-change coefficient 101-15-17 

phasor..... 101-14-62 

plane wave 101-15-05 

plane, antinodal 101-15-27 

plane, nodal 101-15-26 

positive half-wave 101-14-46 

potential, (scalar) 101-1 1-38 

potential, vector 101-1 1-42 

power spectral density 101-14-71 

power spectrum 101-14-70. 

power spectrum density 101-14-71 

probability 101-14-65 

probability density 101-14-77 

probability distribution 101-14-75 

product, cross 101-11-24 

product, dot 101-11-17 

product, scalar 101-1 1-17 

product, vector 101-11-24 

propagation coefficient 101-15-15 

propagation, direction of 101-15-04 

pulsatance 101-14-36 

pulsatance, complex 101-14-37 

pulsating 101-14-31 

pulse 101-14-26 

pulse train 101-14-27 

pulse, unit 101-13-06 

pulsed quantity 101-14-28 

Q 

quadratic value 101-14-15 

quadrature, in 101-14-44 

quantile (of a probability distribution), p- 101-14-81 

quantity, field 101-11-35 

quantity, scalar 101-1 1-09 

quantity, tensor 101-1 1-12 

quantity, vector 101-1 1-10 



R 

ramp, unit 101 

random 101 

random variable 101 

random, stationary 101 

real part 101 

rectified value 101 

reflected wave 101 

refracted wave 101 

relaxation oscillation 101 

repetency 101 

resonance 101 

right-handed trihedron 101 

ripple content 101 

rms value (1) 101 

rms value (2) 101 

root, square 101 

root-mean-square value (1) 101 

root-mean-square value (2) 101 

rotation 101 

S 

scalar line element 101- 

scalar surface element 101- 

scalar line integral 101- 

scalar potential 101- 

scalar product 101- 

scalar (quantity) 101- 

series, Fourier 101- 

signal 101 

signum 101 

sinusoidal quantity 101 

spectral density, power 101 

spectrum 101 

spectrum density, power 101 

spectrum, power 101 

square root 101 

standard deviation 101 

standing wave 101 

stationary random 101 

steady state 101 

step function, unit 101 

step function, general unit 101 

sub-harmonic 101 

sum, (vector) 101 

surface element, scalar 101 

surface element, (vector) 101 

surface integral 101 

surface, antinodal 101 

surface, nodal 101 

symmetrica] (alternating) quantity 101 

synchronous 101 



13-04 
14-64 
14-66 
14-67 
11-03 
14-48 
15-22 
15-21 
14-25 
15-09 
14-23 
11-23 
14-33 
14-15 
14-16 
11-06 
14-15 
14-16 
11-41 



11-25 
11-29 
11-28 
11-38 
11-17 
11-09 
13-08 
12-02 
13-05 
14-34 
14-71 
14-69 
■14-71 
14-70 
11-06 
14-80 
15-25 
14-67 
14-01 
13-02 
13-03 
14-53 
11-16 
11-29 
11-30 
•11-31 
•15-27 
15-26 
14-30 
-14-09 
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T 

tensor (quantity) (of second order) lOl-l 1-12 

total harmonic distortion (deprecated in 

this sense) 101-14-55 

total harmonic factor 101-14-55 

train, pulse 101-14-27 

transform, Fourier 101-13-09 

transform, inverse Fourier 101 13 10 

transform, inverse Laplace 101-13-12 

transform, Laplace 101-13-1 1 

transform, Z- 101-13-13 

transient (adjective and noun) 101-14-02 

transverse wave 101-15-07 

trihedron, right-handed... 101-1 1-23 

U 

unit doublet 101-13-07 

unit impulse (US) 101-13-06 

unit pulse 101-13-06 

unit ramp 101-13-04 

unit step function 101-13-02 

unit step function, general 101-13-03 

unit vector 101-11-19 

V 

valley value 101-14-12 

valley value, peak-to- 101-14-13 

variable, random 101-14-66 

variance 101 -14-79 

vector 101-11-10 

vector potential 101-1 1-42 

vector product 101-1 1-24 

vector quantity 101-1 1-10 

vector sum 101-1 1-16 

vector line element 101-1 1-26 

vector surface clement 101-1 1-30 

vector, base 101-1 1-13 

vector, component 101-1 1 -15 

velocity, group 101-15-12 

velocity, phase 101-15-10 

volume integral.: 101-1 1-33 

W 

wave 101-15-01 

wave interference 101-15-24 

wave number 101-15-09 

wave, backward 101-15-14 

wave, diffracted 101 15-20 

wave, forward 101-15-13 

wave, incident 101-15-19 

wave, longitudinal 101-15-06 

wave, plane 101-15-05 

wave, reflected 101-15-22 

wave, refracted 101-15-21 

wave, standing 101-15-25 



wave, transverse 101-15-07 

waveform 101-15-02 

wavefront 101-15-03 

wavelength 101-15-08 

Z 

Z-transform 101-13-13 

zero divergence field 101-1 1-45 
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